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I X In presenting our General Catalog Number Nine to the Imilding 
I X I trades and architectural profession, we feel that it is deserving of 
careful consideration and a place in your permanent files for con- 
stant reference, for the reason that we have con 
valuable reference matter, as well as list prices. 



s*yw slant reference, for the reason that we have compiled in this book 
f 



It is our intention to keep the users of this catalog supplied with cur- 
rent discount sheets, giving the book an added and intrinsic value. 

This catalog supersedes all previous catalogs. On account of changes 
in catalog numbers and list prices, all old issues should be discarded and 
application made for discount sheet applying to tliis issue. In arranging 
the matter contained herein, collecting the data and selection of designs we 
have carefully considered the present day requirements and needs, select- 
ing only such as we deem best suited to serve their purpose. 

The engravings and descriptions have been jirepared with the greatest 
care to cover the essential points clearly and concisely, to represent the 
goods as they are. All parts have been revised and rearranged to make 
them easily and quickly understood. 

Quality and thoroughness in the conduct of every phase of this busi- 
ness will be adhered to and emphasized in a manner that will insure satisfac- 
tion to the trade. We believe we are right in refusing to make our products 
in a manner that would sell, but would not live, because the merits of our 
work have won for us an enviable reputation which it is our constant 
endeavor to maintain and extend. We solicit your orders and inquiries. Our 
entire physical and mental equipment is at your disposal and we are ready 
at any time to extend to you 'every coui-tesy. 

WILLIS MANUFACTITEING COMPANY 
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BEQUEST: After receipt of this catalog do not use an old issue 
because our records will sliow you as liaving a copy of tliis latest catalog 
aud we will naturally assume' you are specifying from this issue. 

TEEMS: Unless we have otherwise specified or agreed upon, all 
iuN'oices are payable thirty days net or 2'^~'c in ten days from date of invoice, 
in funds current in Chicago or New York. Do not send us personal checks, 
as banks charge us exchange at the rate of ten cents per one hundred dollars 
or fractional part thereof. When accounts are not paid at maturity we will 
send you a regular statement with notice that Ave will draw on you at a 
certain date unless we receive payment prior to that date. 

DELIVERIES: All deliveries are subject to delay caused by strikes, 
tires or causes beyond our control. Unless otherwise specified or agreed 
upou, prices are always f. o. h. cars at Galesburg, 111. "When prices are 
quoted, delivered, it refers to tlie freight charges only and not to the safe 
delivery of the materials, after proper shipping receipts have been issued 
lis. Parcel post and express i^ackages sent at purchaser's risk unless we 
liave been requested to insure. 

GUARANTEE : AVe will replace any piece of goods furnished by us, 
free of charge, found defective in workma]iship or material, providing they 
hi^xQ been used in a workmanlike manner. 

RETURNED GOODS: Except by mutual agreement do not return 
any materials. When writing about any ]:iarticular order, specify the date 
of your order, our number, and date of our invoice. 

CLAIMS: Claims for errors or omissions must be made within five 
days of receipt of goods. Errors are made by the best, and we stand ready 
to correct those made by us and expect our customers to accept liability of 
tlieir own mistakes. 

ENGINEERING DEPT.: We maintain a drafting force which is at 
the service of our customers ^\dthout charge wlien designing work along 
our line. 
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WILLIS SKYLIGHTS 

Maximum Light -'^ <- <- Perfect Ventilation 



0\ S nianiifac'iurers for over thirty years of skylights, wo liave throiig-li tliat period, been 
constantly experimenting and as a resnlt of tliose exiioriments, have attained a knowl- 
edge of construction of this prodnct which enal^les ns ti) give our cnstomers the greatest of 
\alnes. By tliis we mean the grade of materials nsed, tln^ Avorkmanship and tlie nnmerons 
methods employed which simplify the construction and erection of onr skylights. 

Y\liile we will mannfacture from any grade of sheel melal ol)tainal)le, nnless otluM'wise 
specified, galvanized open hearth steel will be nsed. 

(Jnr workmen are all experienced mechanics, who are tlioronghly familiar witli their trade. 
They have all been in onr factory for a niunber of years and take ])ride in producing skyliglits 
<'f the highest quality and tlie finest workmanslii}). 

We eniploj' numerous methods in our design which make the erection of our 
skylights a simple matter. It is not necessary that our customers employ mechanics 
to do their erection work. Our skylights are manufactured in sections! completely 
assembled at the factory and knocked down for shipment. This method gives our 
customers the advantage of lower freight classifications and rates. The average work- 
man, and he need not be a mechanic, can completely assemble the different parts and 
the only tools he will require are a hammer and screwdriver. 

Onr skylights are all water-tight, without the use of i)ul1y. Pidly can lie used wJien the 
Mnall amount of dust that might l)low into the Iniildlng would l)e olijectionable. Onr skylights 
are provided with condensation gutters on all bars and at the eaves and are guaranteed not to 
leak. 

The construction is designed to give the largest possible glass area without sacrificing 
strength. It is impossible for any part to sag, buckle or bend. " We will always provide am]3le 
reinforcement if the size demands this precaution. From our past experience we have learned 
itiat the sizes listed on page 10 will not need these reinforcements. 

In referring to skylight sizes we speak of the outside curb measurements. Tliese 
measurements are taken over the roofing materials which should be flashed up even 
with the top edge of the curb. The curbs may be built to any height above the 
sheathing, however six inches is the usual height. When the curbs are properly built 
and flashed it is then a simple task to quickly complete the job of placing the skylight 
on the curb. The apron which counter-flashes the curb is a part of the skylight." We 
do not furnish the wood curbs. Curbs for all styles excepting the No. 50-S, No. 90-S 
and No. 95-S are to be built level on the top. The curbs for these three styles may be 
built to any pitch desired although they are usually built to the same pitch 'as the roof. 

We call our customers' special attention to the construction of skylight curbs. These must 
be of sufficient strength to withstand the outward tlirust of the skylight ^md not sag or buckle 
under its Aveight. 

AVe construct skylights to any size required. It is therefore not necessary to eonfuie 
yourself to the sizes given on page 10. 

Our equipment is so very complete that we are confident of our ability to handle success- 
fully any requirement that might be submitted to us. ^Should your requirement necessitate 
reinforced members, send your details and specifications to us as we are prepared to construct 
sjiecial shapes using band or tee iron reinforcements. 

AVe furnish either 3/16" ribbed glass or 14" ribbed wii-e glass. We strongly recominend 
the 14" ribbed wire glass because it is fireproof and even though liadly cracked or broken will 
not fall from the frame. All glass is cut to size and packed separately. 
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Willis Hipped Skylight 



Sti/lc No. lOS. This is a very popular style 
where light but no ^'entilatioii is required. It 
is easily adapted to the largest size, with or 
without reinforcemeuts. A very small amount 
of curb 1)raeiug would lie required in the largest 
sizes. 




Style No. tOS 



Willis Hipped Skylight a:nar Ventilator 



Slj/Ic Xo. ;^i)S. This is the same skylight as 
the t)ue sh(»wu abo\-e with the atldilion of a ven- 
tilator, which is so constructed and set in place 
that it is al)solutely water-tight. Pivoted metal 
dampers will be included with these ventilators, 
so hung that normally they will be closed. 




Styl 



20S 



Willis Double Pitch Skylight ^Yith Ventilator 



Sfi/lc No. /WS. The construction of this sky- 
light is of the same general detail as the otliers. 
All i)arts are quickly and easily assembled to 
m.ake a complete job. The construction of the 
ventilator in the gal.^le ends is of movable parts 
to open and close at Avill. A ventilator can be 
installed on the ridge same as the style above. 




Style No. 30S 



Skylight guards are shown and described on page 12. 
List prices will be found on page 10. 
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Skylights 




Style No. 35-lS 




Style No. ooliS, This style is similar to the 
No. 30-S with exception of the addition of the 
special featnre of movable sash. The hinged 
portion is raised and lowered by a skylight 
lifter that may be operated from the floor below. 
Tlie lifter employed is self-locking. 

On all sizes 3'-0" x 5'-0" and larger mtli the 
exception of size 4'-0" x 4'-0" it is necessary that 
we operate a section of the side only. On the 
large]' skylights it is not practical to operate 
the entire side on acconnt of the lack of rigidity 
in the large sections while open or while being- 
operated. 

List prices will be found on page 10. Where the 
* appears before the list price it designates sizes on 
which only a portion or section of the side can be 
operated. 



Style No. 35-lS 




Style No. 35-2S 




Style No. 3S-2S 



Style No. 35-;^S. This style resembles the 
No. 35-lS except that all or a portion of each 
side is hinged at the ridge to open. This sky- 
Liglit gives a maximum of ventilation. A moder- 
ate flow of air may be obtained by using the 
end ventilators only and a large amount of ven- 
tilation may be olitained l^y operating or 
opening the movable sash. 

It is true with this style as well as with the 
No. 35-lS that all sizes 3'-0" x 5'-0" and larger 
with exception of size 4'-0" x 4'-0" may have 
only a section of each side to open. To have 
permanent satisfaction the entire skylight 
must be strong and rigid and in order to adhere 
to these requirements we do not I'ecommend 
operating large sections. 

List prices will be found on page 10. Where the 
* appears before the list price it designates sizes on 
which only a portion or section of each side can be 
operated. 
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Willis Double Pitch Skylight 



Style No. iOS. This style is the same as the No. 
30-S except for tlie omission of the ventilators in the 
gable ends. 

The same general details are followed in this 
stjde as in all others. All parts are easily and 
qnicldy assembled on the jol.i. This style is nsed for 
light only. Ventilation is obtained by placing venti- 
lators on the ridge similar to Style No. 20S. The 
placing of these ventilators entails special constrnc- 
tioii and ])ric('s witl he <|iii>led i>n application. 



No. 15-:lS. This style is identical to the No. 
35-lS except for the omission of the ventilators in 
tlie ends or gables. The operation of the side sash 
is the same. 



It is true with this style as well as with the No. 
35-lS that satisfactory resnlts are not obtained if 
an attempt is made to hinge or operate large sec- 
tions. Therefore on all sizes 3'-0" x 5'-0" and larger 
with the exception of size I'-O" x 4'-0" we will operate 
a section only. 

No. 45-2S. This style is identical to the No. 
35-2S except for the omission of the ventilators in 
the ends or gables. The operation of the side sash 
is the same. 

It is true with this style as well as with the No. 
35-28 that satisfactory resnlts are not obtained if an 
attempt is made to hinge or operate large sections. 
Therefore on all sizes 3'-0" x 5'-0" and larger with the 
exce])tion of size i'-O" x -i'-O" we will operate a section 
onlv. 



List prices will be found on page 10. Where the * 
appears before the list prices it designates sizes on which 
only a portion or section of the side is operated. 




Style No. 40S 
Skylight guards are shown on page 12. 




Style No. 45-1 S 




Style No. 45-lS 




Style No. 45-2S 




Style No. 45-2S 
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Willis Single Pitch Skylight 




Style No. SOS 



Style A^o. 50S. Tii placing' an order for tliis stylo 
it is very imiioi'taiU that yon specify wliicli measnre- 
ment will denttte tlie leiig'th of glass. If possible send 
rongli pencil sketch , 

This stylo is also nsed as a conliiinous skylight 
for factory Iniilding work. When wanted as a scnttle 
we refer you to Style No. 90S. Wo can fnrnisli this 
with hinges attached, hnt without a lifter and will 
quote p]"ices on ap])lication. 



Willis Hipped Skylight with Ridge Ventilator 




Style No. 60S 



Sfi/lc No. 60S. TJiis style is the same as Style 
Xo, 20S except in tlie style of -s'entilator that we 
provide on the ridge. WhenoA'er the curb for 
skylight is square we furnish the Xo. 20S style. 



"Willis Hipped Turret Skylight with Pivoted Side Sash 




Style No. 70S 



Style No. 70S. This style has mot witli such 
universal favor that we believe it has tlie ^'ory best 
features that can be comlnnod in a skyligiit and 
ventilator. 

The side sash as we make them are operated in 
l)atteries, by a mechanical device of our own, by 
pulling a chain or cord operating over a pulley. 
The sash when closed are locked and can be held 
open at any point. The sash can bo made to 
operate singly if desired. 



Skylight guards are shown and described on page 12. 
List prices will be found on page 10. 
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W^illis Hipped Turret Skylight with Stationary 

Louvre Ventilators 



.S7///r' Xo. soS. Tills stylo is prael ically llic 
saiiU' as lliL' Xo. 7(IS, sulislitiitiiii*.' staticiiary 
loin ros t'(ir llic pixoled .sash. Those loiivros arc 
backed ii]) with ii'ah'aiiized wire mosli elolli to 
koO|) l)ir(ls out. Tlio coiistriK'tioii of tlio hauTi's 
is such as iiiakt's thorn watorjiroot"', oxckidiii,!;' rain 
or snow. 

It' (losirod, we eaii ari'aiiii'e any of the lonvi'od 
units to solid niotal or .u'lass panels. 

Stcyiiglit guards are shown on page 12, 




Style No. SOS 



Willis Skylight as Scuttle and Ventilator 
with Lifter and Hinges 



S/i/lc Xi>. noS. 'I'liis style is usoti where li.Lilit and ven- 
tilation is to he eonihiued with niiiiinuini of exijonsi". It is 
tlie best arran,i>t'nu'iit when used as a scuttle conil)inin,ii,' lii^ht 
therewith. It \ery often is tlie case that the approacli to a 
scuttle is thi' (hirkest ])lace in a huildiui*' and this arrange- 
ment will relieve such a condition. 

AVhetlier closed or open the lifter is self docking and is 
constructed to 0])erate t'rnni the floor. 

We do not recommend operating more tlian 24 square feet 
■\vitli tliis device. 




Style No. 90S 



^Willis Single Pitch Skylight with Part Hinged 

for Ventilation 



.S7///r Xti. UnS. This style is (luite similar to the 
Xo. S!OS excetU that only a portion instead of all of 
the skylight is to ojjou. The same self-locking raising 
device is used. AVe reconnnend this construction wdiore 
a large glass area is dosii-ed together with ventilation. 
This stylo is mannfactnred in sizes from -f'-O" x 7'-0" to 
as large as recpiired. The part whicli is to open may 
vary but should not exceed 4'-()" x (>'-()". List ])rices 
will lie found on page 10 in column headed S)dS and 95S 
and are designated by *. 

List prices will be found on Page 10. 
— 9 -- 
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WILLIS MANUFACTURING CO. |W^IJjLIS ) GALESBURG. ILLINOIS. U. S. A. 



PRICE LIST— All styles 



SKYLIGHTS— Continued 

With 3-16 in. Ribbed Glass cut to size and packed in sepai'ate crate 



lilZE 


10-s 


20.S 


30-s 


35-ls 


35-2s 


40-s 


45.1s 


45.2s 


50.S 


60-S 

$20.00 


70-S 
$44.00 


80-S 
$36.50 


90-S 
and 
9S-S 


2x2 


$ 16.00 


$ 20.00 


§ 15.00 


$ 25.50 


S 33.50 


S 14.00 


$ 24.00 


S 32.00 


$ 10.50 


$17.00 


2x3 


18.50 


22.50 


17.50 


28.50 


■ 37.00 


16.00 


27.50 


35.50 


13.00 


22.50 


50.00 


42.00 


19.00 


2x4 


22.00 


26.00 


20.50 


36.50 


41.50 


19.00 


35.00 


39.50 


15.00 


26.00 


57.50 


48.50 


21.50 


2x6 


29.S0 


32.00 


26.00 


40.00 


50.00 


24.50 


38.00 


48.00 


19.50 


32.00 


. 76.00 


62.50 


28.00 


3x3 


25.50 


30.00 


21.50 


34.00 


42.50 


20.00 


32.00 


41.00 


16.00 


30.00 


61.00 


51.50 


25.00 


3x4 


29.25 


34.00 


25.00 


38.50 


48.00 


23.00 


,!7.00 


46.50 


18,50 


34.00 


68.50 


58.50 


27.50 


3x5 


34.50 


39.00 


28.50 


*42.50 


"52.00 


26.50 


"40.50 


"50.00 


21.00 


39.00 


81.50 


68.00 


30.50 


.3x6 


38.00 


42.00 


32.50 


*46.00 


'56.00 


30.50 


*44.00 


"54.00 


24.00 


42.00 


89.00 


75.00 


34,00 


• 3x8 


44.50 


53.00 


40.03 


*S4.00 


*63. 50 


38.00 


*52.00 


*61.00 


29.50 


55.00 


103.50 


89.50 


40.00 


4x4 


34.50 


39.00 


30.00 


44.00 


' 54.00 


27.50 


42.00 


52.00 


23.ca 


39.00 


80.00 


67.50 


32.C0 


4x5 


38.00 


42.00 


34.00 


*48.00 


"57.50 


32.00 


46.00 


"55.50 


26.00 


42.00 


89.50 


74.03 


36.00 


4x6 


43.50 


48.00 


39.00 


*52.S0 


^62.50 


36.50 


*50.50 


*60.00 


29.50 


48.00 


99.50 


83.50 


40.00 


4x7 


49.00 


53.50 


43.00 


*57.00 


"66.50 


40.50 


*54.50 


'64.00 


34.00 


53,50 


110.00 


93.00 


"42.50 


■1x8 


53.00 


61.50 


43.00 


*62,00 


^72.00 


45.50 


*59.50 


*69.00 


37.50 


61.50 


120.00 


101.50 


'47.00 


■1x10 


63.50 


72.00 


58.00 


*72.00 


"82.00 


55.00 


*69.00 


*7S.50 


45.50 


72.00 


141.00 


120.00 


"58.00 


SxS 


41.00 


45.50 


40.00 


"54.00 


-64.00 


37.50 


".52.00 


'61.50 


30.50 


45.50 


100.00 


81.50 


41.00 


.'■)x6 


46.00 


50.50 


45.00 


^^59.00 


'69.00 


42.00 


*56,50 


*66.00 


34.50 


50.50 


109.00 


90.00 


*44.00 


SxS 


57.00 


65.50 


55.00 


^69.00 


79.00 


52.00 


*66.00 


*76.00 


43.50 


65.50 


130.00 


109.00 


*55.O0 


SxlO 


68.50 


77.00 


67.00 


*'81.50 


^91.50 


63.. SO 


*78.00 


*88.00 


.S3. 50 


77.00 


152.50 


128.00 


*66.50 


:ixl2 


82.50 


91.50 


80.50 


*9S.00 


-105.00 


76.50 


*91.00 


"101.00 


63.-S0 


91.50 


175.00 


148.00 


*78.00 


r.x6 


52.00 


56.50 


51.50 


*67.50 


78.00 


49.00 


*65.ai 


*7S.00 


40.00 


56.50 


119.00 


100.00 


'54.00 


6xH 


65.00 


72.00 


64.00 


"79.50 


'87.00 


61.00 


*76.50 


*84.00 


50.00 


72.00 


140.00 


120.00 


"63.00 


6x10 


79, SO 


86.00 


7s.o;i 


'93.. SO 


-104.00 


74.50 


*90.00 


"100.50 


62.00 


86.00 


163.50 


141.00 


"76.00 


0x12 


96.00 


105.00 


94.00 


"109.50 


"120.00 


90.00 


*I05.50 


*1 16.00 


74.00 


100.00 


183.50 


1.S9.00 


*89.50 


6x14 


113.00 


122.00 


111.00 


-126.50 


"137.00 


106.50 


* 122.00 


M32.50 


89.00 


122.00 


217.50 


188.50 


"106.00 


8x8 


87.00 


94.00 


85.00 


^104..=;0 


'116.50 


81.50 


*101.0fl 


'113.00 


64.00 


94.00 


170.00 


148.00 


*79.00 


HxiO 


107.00 


114.00 


101., iO 


*121.00 


^133.50 


97.50 


*117.00 


"129.00 


79.00 


114.00 


199.50 


175.00 


^95.00 


1^x12 


127.00 


137.00 


126.00 


*14S.50 


*148.00 


121.00 


*141.00 


*153.00 


94.50 


137.00 


228.00 


202.00 


*113.00 


8x14 


143.00 


152.00 


140.50 


*159.50 


"171.50 


135.00 


-^1.54.00 


*166.50 


111.00 


152.00 


257.50 


228.00 


"131.50 


8x16 


160.00 


174.00 


161.00 


"180.50 


-192.50 


155.00 


* 174. 50 


"186.50 


126.00 


174.00 


284.00 


249.50 


'148.0(1 


10x10 


130.00 


140.00 


131.00 


*1S2.S0 


-165.00 


126.00 


*147.50 


^160.00 


97.50 


140.00 


234.50 


205.00 


"116.00 


10x12 


156.00 


166.00 


150.00 


*171.S0 


'183.50 


144.00 


*165.50 


*I78.O0 


114.50 


166.00 


270.50 


239.50 


*135.0fJ 


10x14 


179.00 


191.50 


173.00 


*194.S0 


"207.00 


167,00 


*188.00 


*200.00 


134.50 


191.50 


304.50 


270.00 


"157.50 


10x16 


202.00 


216.00 


196.50 


*218.00 


*230.00 


190.00 


*211.50 


*224.00 


153.50 


216.00 


335.00 


300.00 


"176.00 


10x18 


226.00 


246.00 


221,00 


*242.50 


'255.00 


215.00 


*236.00 


*248.00 


177.50 


246.00 


367.50 


331.00 


"200.03 


(0x20 


249.00 


274.00 


244.00 


*265.50 


*278,00 


238.00 


*259.00 


*271.50 


196.00 


274.00 


400.00 


361.50 


*220.00 






With M in. 


Ribbed Wire Gl 


ass cut 


to size and 


packed 


in separate crate 








iJIZE 


10-s 


20-s 


30-s 


35-ls 


35-2s 


40-s 


45-ls 


45-2s 


50-5 
S 11. OO 


60-S 
$21.00 


70-S 
S45.00 


80-S 

$37.50 


yu-s 

and 
95-S 


2x2 


$ 17.00 


$ 21.00 


$ 16.00 


$ 26.50 


S 34.00 


S 14.50 


$ 25.00 


S 33.00 


$18.00 


2x3 


20.00 


24.00 


19.00 


30.00 


38.50 


17.50 


29.00 


37.00 


14.00 


24.00 


52.50 


43.50 


20.CO 


2x4 


24.50 


29.00 


22.50 


34.50 


43.50 


20.50 


33.00 


41.50 


16.50 


29.00 


61.50 


51.00 


^3.00 


2x6 


33.50 


36.00 


29.00 


43.00 


53.00 


27.00 


41.00 


51.00 


22.00 


36.00 


82.00 


66.50 


30.00 


3x3 


29.00 


33.00 


23.50 


36.00 


44.50 


22.00 


34.00 


43.00 


18.00 


33.00 


66.00 


55.00 


25.00 


3x4 


33.50 


38.00 


28.00 


41.50 


51.00 


26.00 


39.50 


49.00 


21.00 


38.00 


75.00 


63.00 


30.00 


3x5 


40.50 


45.00 


32.00 


"46.00 


'55.50 


30.00 


*44.00 


"53.50 


24.00 


45.00 


89.50 


74.00 


33.50 


3x6 


45.00 


49.50 


36.50 


'SO.OO 


"60.00 


34.50 


*48.00 


*58.00 


23.00 


49.50 


98.50 


82.00 


37.50 


3x8 


51.50 


60.00 


46.00 


^59.50 


-^69.00 


44.00 


*57.50 


*66.5n 


34.00 


60.00 


116.00 


96.50 


44.50 


4x4 


40.50 


45.00 


34.00 


47.50 


57.50 


31.50 


45.50 


55.50 


26.00 


45.00 


88.50 


73.50 


35.00 


4x5 


44.50 


47.00 


39.00 


*53.00 


*62.50 


36,50 


*51.00 


60.50 


30.00 


47.00 


98.50 


81.00 


40.00 


4x6 


51.00 


55.50 


44.00 


*58.00 


*68.00 


42.00 


*S6.00 


*65.50 


34.00 


,S5.50 


110.00 


91.00 


44.50 


4x7 


58.00 


62.50 


49.50 


*63.S0 


'73.00 


47.00 


*61.00 


*70.50 


39.50 


62.50 


122.50 


102.00 


"48.00 


4x8 


63.00 


71.50 


55.50 


^69.50 


-79.50 


53.00 


*67.00 


76.50 


43.50 


71.50 


134.00 


111.50 


*53.00 


4x10 


75.50 


84.00 


67.50 


"81.50 


*gi.50 


64.50 


*78.50 


'88.00 


53.50 


84.00 


157.50 


132.50 


"65.00 


r.x5 


47.00 


51.50 


45.50 


*59.50 


"69.50 


43.00 


*57.S0 


"67-00 


35.50 


51.50 


108.00 


87.50 


45.50 


Sx6 


53.50 


58.00 


52.00 


^66.00 


'76.00 


49.00 


"63.50 


^73.00 


40.00 


58.00 


120.00 


98.00 


"50.00 


Sx8 


67.00 


75.50 


64.00 


*78.00 


''88.00 


61.00 


*75.00 


"85.00 


51.00 


75.50 


144.00 


119.00 


■ "63.00 


5x10 


80.50 


89.00 


78.50 


"93.00 


'103.00 


75.00 


*89.50 


*99.50 


63.00 


89.00 


169.50 


140.00 


*76 00 


5x12 


97.00 


106.00 


94.50 


*109.00 


^119.00 


90.50 


*105.00 


"115.00 


75.50 


106.00 


195.00 


163.50 


*90.00 


6x6 


60.50 


65.00 


60.00 


*74.50 


"85.00 


.S7.50 


*72.00 


*82.00 


47.00 


65.00 


131.50 


109.00 


*58.50 


6x8 


76.00 


83.00 


75.00 


"90.50 


*98.00 


72.00 


"87.50 


*95,00 


59.50 


83.00 


155.50 


131.50 


*72.00 


6x10 


93.50 


100.00 


92.00 


-107.50 


"118.00 


88.50 


*104.00 


M14.S0 


73.50 


100.00 


183.00 


155.00 


"87.50 


6x12 


113.50 


122.50 


110.50 


*126.0n 


"136.. =^0 


106.50 


* 122.00 


M33.50 


88.00 


115.00 


205.00 


174.00 


*103.50 


6x14 


132.50 


141.50 


130.50 


*146.00 


"156.50 


126.00 


■'141.50 


n52.00 


105.50 


141.50 


244.00 


208.00 


*123.00 


8x8 


102.00 


109.00 


100.50 


*120.0O 


"132 00 


97.00 


"116.00 


"128.00 


76.50 


109.00 


191 00 


163.50 


*91.50 


8x10 


127.00 


134.00 


120.00 


*139.50 


*152.00 


116.00 


"135.50 


*147.50 


95.00 


134.00 


226.00 


195.00 


"IILOO 


8x12 


150.00 


160.00 


151.03 


"170.00 


*1S2.5C 


146.00 


"165.50 


*177.S0 


113.50 


160.00 


258 50 


225.00 


"132.00 


8x14 


167.00 


176.00 


166.00 


*185.00 


^197.50 


160.50 


*180.00 


*192.00 


133.50 


176.00 


289.50 


252.00 


*1S4!00 


8x16 


186.50 


200.00 


190.50 


"210.00 


"222.00 


184.50 


"204.00 


^216.00 


151.00 


200.00 


320.00 


276.00 


*1 73. 50 


10x10 


153.00 


163.00 


156.00 


*177.0O 


^189.50 


151.00 


*172.0O 


"184.50 


117.00 


163.00 


264.50 


228.00 


* 136.00 


10x12 


184.00 


194.00 


178.00 


*199.S0 


'211.50 


172.00 


*193.50 


-206.00 


138.50 


194.00 


306.50 


267.50 


*160.C0 


10x14 


211.50 


224.00 


206.00 


*227.00 


"239.50 


200.00 


"220.00 


"232.00 


163.00 


224.00 


345.50 


303.03 


"185.50 


10x16 


239.00 


253.00 


234.0J 


"255.00 


'267.50 


227.50 


*249.00 


*261.50 


185.00 


253.00 


381.50 


337.00 


*207!50 


10x18 


268.00 


288.00 


263.00 


*284.50 


*297.00 


257.00 


*278.00 


"290.00 


214.00 


288.00 


419.50 


373.00 


"237.50 


10x20 


295.00 


320.00 


290.b0 


*312.00 


-.?24.50 


284.00 


*305.50 


*3 18.00 


235.00 


320.00 


456.00 


407.50 


*260.00 



We are always glad to quote on special requirements or sizes and will submit details and drawings for consid- 
eration and approval. Skylights built to any size curb measurements. Intermediate sizes take next higher list price. 
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Willis Hoghouse Skylights 

Easi/ h> histuU — Give Perfect Safisfactio)i 

Willis Hoghouse Skyliglits liave many good features, gained from tliiriy years' experience 
in the manufacturing of high grade Skylights for every pnrpose. These Skylights have the 
hirgest possible glass area. They are perfectly watertight without the use of putty. They have 
a eonchuisation gutter to carry off the moisture that collects on the glass. Gflass is protected 
l)y heavy galvanized, small mesh netting. Designed so that very little work is required to 
install them, either in new or old buildings. They are true Willis quality throughout and fully 
guaranteed to meet your utmost expectations of a perfect Skylight for this use. 

Style No. 71S 

With Boot Flange 

A very satisfactory Skylight where plenty of light, but no 
ventilation, is wanted. Low in cost and easy to set in place. 
Mas tiange over which roofing or shingles are laid, making it 
entirely weather-])roof. 

Standard .size, 2 light, 10 in x 28 in. We also manufacture this 
style in 2 light, 10 in, x 36 in. 




Style No. 74S 



Style No. 7lS 



Veutilatiuii — With Metal Curl) and Roof Flauge 

The acme of ])erfection in modern Hogliouse Skylights. 
I'jxery requirement for a perfect Hoghouse Skylight is in this 
style, has opening device for ventilating purposes. It is 
hinged to a complete metal curb, which has roof flange and is 
installed in the same manner as Style No. 71S. This style of 
Skylight is without an equal, and is proving to be exceptionally 
poi)ular. 

Standard size, 2 light, 10 in. x 28 in. We also manufacture this 
style in 2 light, 10 in. x 36 in. 




Style No. 74S 



LIST PRICES— NOT INCLUDING GLASS 
Prices Complete With Glass — Quoted Only on Application 



STYLE 71S 



STYLE 74S 



2 light 10 in. X 28 in. 
2 light 10 in. X 36 in. 



Each. 
Each. 



$5.00 
6.60 



$ 9.00 
11.70 



Unless otherwise specified the standard size, 2 light 10 in. x 28 in. will be shipped. 

FOR WILLIS FARM BUILDING VENTILATORS, WE REFER YOU TO STYLES No. 270, No. 264, AND No. 
275, PAGE 20; STYLES No. 100, AND 99 SHOWN ON PAGE 22, ALSO STYLE No. 290 ON PAGE 22 

- 11 - 
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W^ire Skylight Guards 




No. 1306. Wire Skylight Guards 

1 inch mesh, No. 13 wire, round iron frame/ Prices quoted \ 1 'i inch mesh, No. 12 wire, round iron frame 
1 inch mesh, No. 12 wire, round iron frames on application / I'i incli mesli. No. 11 wire, round iron frame 

Made with Iron Standards raised up from glass same as No. 1307. 
We make special low net prices on quantities. 




No. 1307. Wire Skylight Guards 
1 inch mesh, No. 13 wire, round iron frame/ Prices quoted \ 1 14 inch mesh. No. 12 wire, round iron frame 
i inch mesh. No. 12 wire, round iron framed on application / 1 ^4 inch mesh, No. 11 wire, round iron frame 

Made with Iron Standards to raise the guards up from the glass as shown above, so as to allow cleaning of the 
^iass without removing the Wire Guards. Painted any desired color, usually drab or made of Galvanized Wire. We 
can furni.sh a guard for any of our styles of Skylights except those styles which have movable or hinged sections. 

- 12 - 
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W^indow Guards 



J 



(k 



oi-'sst 



d I 1 i 





1 








>/-> 




r -'-" ' 




' 1 




i 





No. 1309. Details of Wire Guard 
Made with Channel Iron Frame 




No. 1310. Detail of Heavy Round Bar Construction 

Window guards can be furnished in any of the three styles illustrated. 
In ordering careful consideration must be given to measurements. Give 
the width first and the height second. Also state the nature of the material 
of which the wall is constructed, whether brick, stone or wood. When 
style No. 1310 is required state which of the three methods of installation 
is to be used. These three methods are illustrated in the cut showing this 
style. Prices on application. 





No. 1308. Detail of Guard Made 
with Round Rod Frame 



Style No. 1254 (built-up galvanized) 



3 inch. 

4 inch. 

5 inch. 
G inch. 
8 inch. 



List Prices Nos, 

Each $1.50 

Each 1.50 

Each 1.80 

Each 1.80 

Each 2.00 



1252, 1253, 12S4 

10 inch. Each $2.20 

12 inch. Each 2.30 

14 inch. Each 2.40 

16 inch. Each..: 2.60 

18 inch. Each 2.90 

Letters are furnished individually or loose or we 
will mount them on panels. When panels are required 
slate clearly the wording and furnish a sketch of the 
style of back desired. A charge will be made for panel 
and mounting. Prices on this woi'k will depend upon the 
size, number of letters and style of panel. We will quote 
on application. 



0R4 

Style No. 1253 (built-up galvanized 




Style No. 1252 (built-up galvanized) 
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"W^illis Ventilators 




Style No. 125 

Fresli air in all ty]jL',s of structures has been r(juiid to l.>e an aJjsolule necessity. In order 
to protect the health of employees and to enable them to jnit forth their best efforts pure air is 
Tiecessary. Emi)loyers have come to realize this fact. Theatres, hotels, all buildings used for 
[uiblic gatherings, and even homes must have provision for a supply of fresh air, otherwise 
r,hose occupying them endanger their health. This su]j])ly of fresh air must be supplied "without 
I decided lowering of the temperature. This can and is being accomplished by the use of 
Willis Ventilators. 

During the years that we have been manufacturing ventilators, we have been constantly 
experimenting and studying problems of ventilation. "We believe, that as a result of these 
experime]its and study, we have produced a ventilator which will give perfect results. 

The cost of installing Willis Ventilators is moderate. After they are installed there is no 
ff.pkeep. No movable parts to become deranged or to wear out. "We firmly believe the station- 
,»Ty type to be most practical and satisfactory. 

Our veiitilators are constructed so that any movement of air across the top will cause an 
upward flow from the rooms below through the ventilator. There are no down-drafts from 
Willis Ventilators. The caps are screened with heavy galvanized cloth to prevent the entrance 
and nesting of birds. 

All ventilators are made of galvanized open hearth steel in gauges suitable to the size. 



UliisfrafioHS of various §, 
types of bases will he 
foviuJ 0)1 page 20. 




List Prices on VeniUa- 
for Caps and Bases will 
he fouiirl on page 19. 



Section Style No. 125 
- 18 — 



WILUIS MANUFACTURING CO. lyj^ljfi GALESBURG. lULINOlS. U. S. A. 



The Willis Ventilator 





Style No. 126 



Section of Style No. 126 



Tills stylo ventilator transmits lig'ht as Avell as ventilation and will therefore more com- 
])letely answer some requirements. 

The construction employed is generally that used in the Style No. 125 except that Vi" 
ribl)ed wire glass is used in the roof in place of metal. 

The same thought and care is used in the designing and construction of this style as in 
the Xo. 125. A steady flow of air is maintained, no down drafts or leaking. 

List prices are shown below. 

lUustrafiaiis of rarious /,//y>c^' of bases ivill he foiotd oh page 20. 



List Price for Ventilator Caps and Bases 



7- 
8- 
9- 
10- 
12- 
14- 
16- 
18- 
20- 
24- 
28 
30 
34 
36 
40 
48 
60 
72 



inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
inch 
•inch 
■inch 
■inch 
inch 
■inch 
•inch 
-inch 
-inch 



NECK DIAMETER 



STYLE NO. 125 



3.00 

3.50 

3.50 

4.00 

4.50 

4,50 

5.50 

6.75 

8.90 

9.30 

13.50 

19.60 

24.30 

27.75 

28.00 

38.00 

52.00 

91.00 

118.00 



STYLE NO. 126 



On Application 

Glass is 1/4 in. 
Ribbed Wire 



% 



7.00 
10.30 
12.35 
13.65 
16.45 
20.00 
28.00 
33.50 
42.00 
45.50 
66.75 
78.75 
118.00 
156.00 



BASES 
A B C a 



2.00 

2.00 

2.00 

2.00 

2.00 

2.50 

2.50 

3.50 

5.25 

5.75 

6.00 

7.50 

8.50 

10.00 

10.50 

12.00 

16.00 

25.00 

30.00 



BASES 

: F a G 



$ 5.00 

5.00 

5.00 

6.00 

6.00 

7.00 

6.00 

7.50 

9.50 

10.25 

12.50 

14.25 

15.75 

18.00 

19.50 

21.75 

30.00 

45.00 

60.00 



List prices do not include dampers. For dampers sizes 6" to 12" inclusive add $1.00 to list prices sizes 14" to 
24" inclusive add $2.00 to list prices, sizes 28" to 40" inclusive add S3. 00 to list prices and sizes 48 to 72 inclu- 
sive add $5.00 to list prices. 
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Ventilator Bases 






Style A 



Style B 



Style C 



Style D 





Style E 



Style F 



Style G 



The above are variou.s styles of standard liases, used with Willis 
Ventilators. These may be nsed with either style No. 125 or No. 126. 

AYhile we believe that onr customers will find illnstrated above a 
base for every requirement yet shonld the conditions at yonr bnilding 
require something different, let us know the conditions surrounding 
your requirement, and we will work out a design which will answer 
this purpose. 

In ordering be sure to give the pitch of the roof as well as the style 
of base required. This will save a loss of time in writing for necessary 
iirformation. 

List prices will be found on page 19, 
- 20 - 
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Willis Farm Building Ventilators 



For use on such buildings ns hog-houses, dairy buildings, and 
chicken houses, n-e have designed the styles illustrated on this page. 

Style No. 270 is the standard Willis cap mounted on a typical base. This 
style has proven to be a favorite for the reason that it is moderate in price and 
at the same time g'ives excellent results. This style you will note does not have 
a vane. 

Many times users desire to add to the general appearance of their buildings 
by using ventilator with vanes. This type is illustrated by the Style No. 264. 
On page 22 you will note the six ornaments we are in position to furnish. In 
ordering this style, specify No. 264 and mention the vane desired such as auto- 
mobile, sheep, rooster, cow, horse or pig. 

These vanes are made of zinc, are about 1 inch in thickness, 9 inches high 
and 15 inches long. They are so carefully mounted that the head of the animal 
will be kept pointed into the wind by the slightest breeze. 

Bases are cut to fit the pitch of roof on which they are to be placed. Specify 
clearly the style of the ventilator by its number and give the pitch of the roof. 
Should you intend placing the ventilator at some point on the roof other than 
the ridge, a pencil sketch will prove the best means of giving us the complete 
information required. 

Galvanized wire mesh is used to screen the ventilators to prevent the 
entrance and nesting of birds. 



\ I Style No. 264 

Neck Diameter Style No. 270 i witii Vanes No. 

! 175, 176, 177, 178 

! 179 or 180 



16-inch 
18-inch 
20-inch 
24-inch 
28-inch 
30-inch 
36-inch 
40-inch 
44-inch 
48-inch 



$14.00 


$19.00 


17.00 


22.00 


20.00 


25.00 


25.00 


30.00 


34.00 


39.00 


37,50 


42.50 


52.00 


57.00 


68.00 


73.00 


76.00 


81.00 


80.00 


85.00 




The Style No. 275 is the most inexpensive ventilator we manufacture. While 
this style does not have all the features of the other ventilators, yet it will be 
found very efficient. It will give excellent results for a very small investment. 
While the illustration shows the hog vane, any of the six smaller ornaments 
shown on page 22 may be used. This style is made in two sizes only, 12 inch 
and 16 inch diameter. 



Style No. 275 
LIST PRICES ON VENTILATORS 



Neck 
Diameter 


Base 


Height 


Liat 
Price 


12 in. 
16 in. 


1 20 in. X 20 in. 
1 24 in. X 24 in. 


5 ft. in. 

6 ft. in. 


$12.00 
^16.00 



Style No. 264 




Style No. 275 
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"Willis Cupolas 

MAXIMUM IN EFFICIENCY 

Willis Cupolas are made with our Standard Ventilator Cap. 
Their construction is simple and on entirely scientific principles. They 
give a constant exhaust of foul air and are bird-proof, storm-proof 
and do not permit down drafts. Nothing to get out of order. Made 
in all sizes to fit any pitch of roof. 

Any of the Standard Vanes shown on this page can be furnished. 




Style No. 175 



tI 



ir 



Style No. 176 




Style No. 179 



M 




Style No. 177 



Style No. 180 



Style No. 290 




List Prices — Style No. 290 



16 inch neck. 
20 inch neck. 
24 inch neck. 



35.00 30 inch neck 60.00 

43.00 36 inch neck 76.00 

48.00 



40 inch neck 80.00 

44 inch neck 90.00 

48 inch neck 100.00 



Willis Louvred Ventilators 

As shown these ventilators are used on barns, warehouses and buildings of a 
similar character. The louvred section is backed up with galvanized wire mesh to 
exclude birds. The construction of the louvres make them storm proof. The only 
wood work necessary in the erection is the securing of posts in the corners to support 
them in case of a wind storm. The vanes are so nicely balanced that they move in the 
slightest breeze to keep the head of animal faced into the wind. 

The vanes which are shown separately above on this page alternate with the vane 
shown on Style No. [19. In ordering or requesting quotation specify the vane wanted 
and give the size of ventilator. When ventilator is wanted without vane, we refer you 
to Style No. 100. In ordering Ventilators always give pitch of roof that we may make 
bases to fit. 

List Price— Styles No. 99 and 100 



STYLE NO. lOO 

WrTHOUT 
WEATHERVANE 



Style No. 99 



ft. in.x2 ft. in 
ft. 6 in.x2 ft. 6 in.. 
ft. in.x3 ft. in., 
ft. 6 in.x3 ft. 6 in 
ft, in.x4 ft. in 
ft. 6 in.x4 ft. 6 in 
ft. in.x5 ft. in 

- 22 - 



56.00 
64.00 
80.00 
88.00 
96.00 
104.00 
112.00 



STYLE NO. 99 WITH 

VANE 

NOS. 175, 176, 177, 

178, 179 OR ISO 



; 72.00 
80.00 
96.00 
104.00 
112.00 
120.00 
128.00 
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Willis Galvanized Metal Batten Strips 

A neat, economical method of construction for Farm and other Inuldings. WILLIS 
GALVANIZED METAL BATTEN STRIPS trim the bnilding, make it weather resisting, rat 
proof, and above all they are economical to use. Easy to cut and give no waste. 



The useful life of buildings equipped with 
these metal battens is much greater than those 
equipped with wood battens. 

They are rapidly taking the place of the old 
style of wood batten strip. , 

Made of the best quality galvanized iron in 
lengths of 6, 7, 8, 9 and 10 feet. 

They lay close to the boards and do not 
offer obstructions to sliding doors. Cannot be 
torn off by wagon hubs like the old style of 
wooden batten. They expand as the boards 
.shrink so that nails do not pull out. They will 
not split or draw away from the boards. 

The Willis Metal Battens are valuable for 
lining grain bins and wagon boxes. 

List price, $36.00 per thousand feet 

Shipping weight, 185 lbs. per thousand feet 




^.^^_ 
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Showing Outside 
Corner Applied 



Metal Building Corners 

"WILLIS" ^letal Corners are being exten- 
sively used and take the place of corner boards 
and finisli the corner of the linilding when weath- 
ci'l)()ard of lap siding is used. They save the time 
and ex])ense of mitering and their apV)earance is 
sujierior to wood corner board. 



List Prices per 1000 

No. 4 — 3^/2 in. long 

No. 6 — 4% in. long..... 

No. 8 — 5V2 in, long 

No. 10—8 in. long 

No. 12^ — 10 in. long 

No. 14 — 5% in. long 



S24.00 
26.00 
28.00 
40.00 
45.00 
32,00 




<^ 



Inside Corner 




Outside Corner 
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80 lbs. 

100 lbs. 

120 lbs. 

170 lbs. 

180 lbs. 

120 lbs. 




Showing Inside 
Corner Applied 




No. 14 Drop Siding 
Corner 
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Standard Gutters 

GALVANIZED OPEN HEARTH STEEL 

Alwaj^s state gauge and girth of material. Crated 250 feet. Gutters 
witli higher backs will be furnished if you specify this additional. 

Also made from copper. Prices upon application. 

When ordering miters state whether inside or outside are wanted. The 
net price of miters is the same as the list price of gutter per foot. When 
ordering Style ''A." or "B" gutter miters be sure and inform us what the 
roof pitch is. 

Intermediate girth take list of mxt liigher girth. Gutter Braces shown 
and listed on page 25. 

S!ZE SPECIFICATION FOR STYLE "A" AND "B" 



Girth 

Depth 

Apron 



10 in. 
2 in. 
6 in. 



12 in. I 14 in. I 15 in. j 16 in. i 18 in. I 20 in. 
Sin. 3 Vain. 3 1^ in. 4 in. | 41/2 in. Sin. 
7 in. I 8 V2 in. | 9V^ in. 10 in. | 11 V2 in. 13 in. 



22 in, 

5 in. 

15 in. 



24 in. 

6 in. 

16 in. 



SIZE SPECIFICATION FOR STYLE "C 



Girth 

Projection 
Depth ....'., 



10 in. 
4 in, 
2% in. 



12 in. 
5 in. 

3Vi in. 



14 in. 
6 in. 
3% in. 



16 in. 
7 in. 

4% in. 



S in, 
8 in. 

bVa in. 



20 



in. 
9 in, 
5% in. 



SIZE SPECIFICATION FOR STYLE "D" 



Girth I 10 iK 

Projection | 3 in. 

Depth .■■■ I 2% in. 



12 in. 
4 in. 
314 in. 



14 in. 
5 in. 
3% in. 



16 



in. 
in. 
in. 



18 

7 
5 



in, 
in. 
in. 



20 



in. 
8 in. 
51^ in. 



SIZE SPECIFICATION FOR STYLE "E" 



Gn-th I 10 in. 

Projection j 3 in. 

Depth ■■ I 2% in. 



12 in, 
4 in. 
31/4 in. 



14 in. 

5 in. 
3% in. 



16 in, 
6 in, 
41^ in. 



18 in. 
7 in, 
BVs in. 



20 



in, 
8 in. 
6% in. 



SIZE SPECIFICATION FOR STYLE "F" 



Girth j 10 in, f 12 

Projection | 8 in, 4 

Depth I 2V2 in. f 3 



in. 
in. 
in. 



14 in. 
5 in. 
3% in. 



16 
6 

4 



in. 
in. 
in. 



18 in. 
7 in. 
4 % in. 



20 



m. 
8 in. 
5^ in. 



SIZE SPECIFICATION FOR STYLE "C 



Girth .... 


10 in. 


12 in. 


13 in. 


14 in. 


15 in. 


16 in. 


18 in. 


20 in. 


Projec. 


3 in. 


4 in. 


4% in. 


5 in. 


5 1/2 in. 


6 in. 


7 in. 


8 in. 


Denth .. 


2% in. 


3% in. 


3% in. 


4 in. 


414 in. 


4y2 in. 


5% in. 


5% in. 



SIZE SPECIFICATION FOR STYLE "H' 



Girth I 10 m7 

Projection 3 in. 

Depth 2% in. 



12 in. 
4 in, 
3% in. 



14 in. 
5 in. 

SVa in. 



16 in. 
6 in. 

4% in. 



18 in. 
7 in. 
5% in. 



20 in, 
8 in, 
5% in. 



SIZE SPECIFICATION FOR STYLE "J' 



Girth I 10 mT 

Projection 3 in. 

Depth I 2% in. 



12 in. 
4 in. 

3% in. 



14 

5 

4 



m. 
in. 
in. 



16 in. 
6 in. 
4% in. 



18 in. 
7 in. 
5% in. 



20 in. 
8 in. 
5 % in. 



LIST PRICE PER LINEAL FOOT 



Ga. 


10 in. 


12 in. 1 


13 in. 


14 in. 


IS in. 


16 in. 


18 in. 


20 in. 


22 in. 


1 24 in. 


26 in. 


28 in. 


30 in. 


No. 29 


$ .19 


$ .24 


$ .27 


$ .30 


$ .33 


? .36 


$ .40 


$ .46 


$ .55 


$ .60 


$ .65 


? .70 


$ .75 


No. 28 


.20 


.25 


.29 


.32 


.35 


.38 


.42 


.48 


.60 


.65 


.70 


.75 


.80 


No. 26 


.24 


.31 


.36 


.40 


.43 


.46 


.50 


.58 


.65 


.70 


.75 


.80 


.90 


No. 24 


.34 


.40 


.45 


.50 


.53 


.56 


.60 


.68 


.75 


.80 


.90 


1.00 


1.10 
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Willis Roof Gutters 





Style No. 162 Style No. 198 

Willis Moulded Face Roof Gutters 

List Prices Per Lineal Foot 













GUTTER 


APRON 












APRON 




A 






A 


NO. 29 
GAUGE 


NO. 28 
GAUGE 


NO. 26 
GAUGE 


NO* 24 




f 






t 


^ 








NO. 


162 NO. 


198 


NO. tea 












18 in. 


IM in. 


2y4 


in. 


2 


in. 


7»4 in. 


eya in. 


% .45 


% .49 


% .57 


$ .75 


20 in. 


IVa in. 


2y2 


in. 


2% 


m. 


7% in. 


7% in. 


.50 


.54 


.62 


.80 


24 in. 


2 in. 


3 


m. 


2% 


in. 


9% in. 


8% in. 


.60 


.64 


.72 


.90 


28 in. 


3 in. 


3% 


in. 


31/4 


in. 


Iiy2 in. 


11 in. 


.70 


.74 


.82 


1.18 


30 in. 


SV2 in. 


3% 


in. 


3V2 


in. 


12 y2 in. 


12 in. 


.75 


.78 


.86 


1.22 



Intermediate Girths take list of next higher Girth 

We can furnish Style No. 198 with inner lining in any grade of tin plate. Use gutter braces to secure the 
best results. 

In ordering miters state whether for inside or outside corners and give pitch of roof. The net price each for 
miters is the same as list price per foot for gutter. 

Makes a very neat finish for the eave, and saves three courses of shingles all around the eaves. When the 
tinner goes to put up this gutter, he can complete the whole job, as he does not have to wait for the carpenter to 
lay any shingles. The fall is secured by forcing the apron down into the moulding at the low point and raising the 
apron up at high point. Twenty-four inch is the standard size for main roof work. 

Willis Ogee Roof Gutter 

Style No. 163 




Girth 


.| 10 in. 


12 in. 


14 in. 


16 in. 


18 in. 


20 in. 


24 in. 


Apron 


5% in. 


6% in. 


8% in. 


9% in. 


11% in. 


12% in. 


15% in. 


Depth 


2% in. 


2% in. 


3ys in. 


31^ in. 


3 78 in. 


41^ in. 


5 in. 



List Price Per Foot 



Style No. 163 





Girth 


10 in. 


12 in. 


14 in. 


16 in. 


18 in. 


20 in. 


24 in. 


No. 


29 Ga. 


$ .25 


% .30 


% .35 


$ .40 


% .45 


$ .50 


% .60 


No. 


28 Ga. 


.27 


.32 


.37 


.44 


.49 


.54 


.64 


No. 


27 Ga. 


1 .29 


.34 


.39 


.48 


.53 


.58 


.68 


No. 


26 Ga. 


.31 


.36 


.41 


.52 


.57 


.62 


.72 


No. 


24 Ga. 


.43 


.48 


.53 


.70 


.75 


.80 


.90 




No. 331 No. 332 



333 



Interriiediat:e Girths take list of next higher Girth 

When ordering miters state whether inside or outside are wanted and give pitch 
of roof. 

The net price each of miters is the same as the list price of gutter per foot. 
This style is used the same as "A" or "B", but is much neater. 
Also made from copper. Prices upon application. 

Gutter Braces 

No. 331. List price per doz.. Galvanized Sheet Metal % -50 

No. 332. List price per doz., Galvanized Band Iron... 85 

No. 333. List price per doz., Galvanized Band Iron •■ -80 

Made from galvanized materials. Holes punched for bolts and nails. 
-25 - 
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Willis Double Gutters 

Always State Gaiif/c Waule/} 

Galvanized Open Hearth Steel 
Also with TIN PLATE for lining and in COPPER 




Style No. 286 




Style No. 287 



We l)uild tliese gutters to architects' details or we will liavc our draftiiio' department detail 
s})eeial gutters to s]ieciticatioii. 

Spopial sizes and gauges quoted on application. 

The lYo. 286 is gutter that is almost entirely fabricated in our shop before shipment and 
only requires that yon make a few joints at the job. The No. 287 comes in a K. D. form, the 
mouldings are formed, the lining is broken to grade from high to low points and the miters are 
cut bnt nothing is assembled as in the No. 286. On orders for the No. 287 gutter, we number 
each section of monlding and lining and furnish working drawings which simplifies erection 
of this style. 

To manufacture or quote on either styles cf this gutter you shonld always send ns the 
plans or rough pencil sketch, giving the measurements of the building on the face of fascia 
board of eaves and showing the correct location of the down spouts. 











GALVANIZED 


0. H. STEEL 


GALVANIZED 


MOULDING 


AND 








PRO- 
JECTION 


DEPTH 


ROOF 
APRON 












TIN 


LINING 












































NO. 


NO. 


NO. 


15 LB. 




30 LB. 


40 


LB. 


14 


16 










29 


28 


ZB 


24 


COAT 


COAT 


i COAT j 


COAT 


OZ. 


OZ. 


287 


3 1/2 in. 


4.V2 in. 


2 in. 


$ .22 


$ .24 


$ .27 


? .34 


$ .23 


$ .25 


$ .28 


fS 


.35 


$1.10 


$1.25 


287 


41/2 in. 


51/2 m. 


2 in. 


.24 


.26 


.29 


.37 


.25 


.27 


.30 




.38 


1.20 


1.40 


287 


51/2 in. 


6V2 in. 


2 in. 


.29 


.31 


.34 


.44 


.30 


.32 


.36 




.47 


1.40 


1.60 


287 


6% in. 


7 1/2 in. 


2 in. 


.31 


.34 


.42 


.52 


.32 


.35 


.44 




.57 


1.65 


1.90 


286 


3 1/2 in. 


4 in. 


2 in. 


.30 


.32 


.36 


.40 


.32 


.34 


.38 




.42 


1.30 


1.50 


286 


41/2 in. 


5 in. 


2 in. 


.36 


.40 


.45 


i .50 


.38 


.42 


.47 




.52 


1.40 


1.65 


286 


5 Vz in. 


6 in. 


2 in. 


.40 


.46 


.50 


.55 


.42 


.48 


.52 




.58 


1.60 


1.85 


286 


61/2 in. 


7 in. 


2 in. 


.48 


.54 


.60 


.66 


.50 


.56 


.62 




70 


1.85 


2.10 



Miters~VoY Style No. 287. The net price will lie twice the list price per foot for the 
gutter. If the miters are to be soldered together the chai-ge will he three times the list price of 
gutter. 

Miters— Fov Style No. 286. The net price will be three times list price per foot for the 
gutter. 

Specify if yon want us to furnish gntter braces. They are illnstrated on page 25. 
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Eave Troughs—Galvanized O. H. Steel and Copper 



LAP JOINT— SINGLE BEAD 
GALVANIZED STEEL. List Prices Per Lineal Foot 



SINGLE BEAD— LAP JOINT 
COLD ROLLED COPPER. List Prices per Lineal Foot. 



SLIP JOINT— SINGLE BEAD 
GALVANIZED STEEL — List Prices per Lineal Foot 
Size, inches | 3^ | 4 | 5 | 6 | 

No. 29 Gauge 
No. 28 Gauge 
No. 26 Gauge 
No. 24 Gauge 

SINGLE BEAD— SLIP JOINT 
COLD ROLLED COPPER. List Prices per Lineal Foot. 



LAP JOINT — DOUBLE BEAD 
GALVANIZED STEEL. List Prices per Lineal Foot 



Size, inches 



3^ 



No. 29 Gauge j ? 

No. 28 Gauge j 

No. 26 Gauge | 

No. 24 Gauge i 



22 


? .24 


$ .26 


23 


.25 


.27 


28 


.30 


.32 




.44 


.45 



6 

.31 
.33 

.40 
.55 



7 

.37 
.39 
.50 
.60 



DOUBLE BEAD — LAP JOINT 
COLD ROLLED COPPER. List Prices per Lineal Foot. 



Size, inches 



31.4 



14 ounce 
16 ounce 
20 ounce 



.42 
.45 

.57 



$ .46 
.50 
.63 



.56 
.60 

.75 



.67 
.72 
.91 



; .77 

.83 

1.04 



SLIP JOINT — DOUBLE BEAD 
GALVANIZED STEEL. List Prices per Lineal Foot 



DOUBLE BEAD — SLIP JOINT 
COLD ROLLED COPPER. List Prices per Lineal Foot 





Size, inches 


3% 


4 


5 


6 


7 


8 


No. 


29 Gauge 


.. $ .15 


$ .17 


$ .19 


$ .24 


? .30 


$ .40 


No. 


28 Gauge 


.17 


.19 


.20 


.25 


.32 


.42 


No. 


26 Gauge 


.21 


.23 


.24 


.31 


.40 


.50 


No. 


24 Gauge 




.33 


.34 


.40 


.50 


.60 



Size, 


inches 


1 3% 


4 


5 


6 


7 


8 


14 ounce . . 




.. $ .36 
.39 

..i .49 


$ .40 
.44 
.55 


$ .50 
.54 
.67 


$ .61 
,66 
.83 


$ .71 
.77 
.96 


$ .82 


16 ounce ... 




.88 


20 ounce ... 




1.10 



$ .17 


1 .19 
.21 
.25 
.35 


$ .21 
.22 
.26 
.36 


? .26 
.27 
.33 
.42 


$ .32 
.34 
.42 
.52 


$ .42 


19 


.44 


] .23 


.52 


1 


.62 



Size, 


inches 


3% 


4 


5 


6 


7 


8 


14 ounce 


$ .39 
.42 
.53 


$ .43 
.47 
.59 


? .53 
.57 
.71 


? .64 
.69 
.87 


$ .74 

.80 

1.00 


$ .85 


16 ounce 


.91 


20 ounce 


1.14 



.47 
.50 
.60 

.70 



8 



; .88 

.94 
1.18 



Size, inches 


3% 


4 


5 


6 


7 


8 


No. 29 Gauge 


.. $ .24 


$ .26 


$ .28 


$ .33 


$ .39 


$ .49 


No. 28 Gauge 


.25 


.27 


.29 


.35 


.41 


.52 


No. 26 Gauge 


.30 


.32 


.34 


.42 


.52 


.62 


No. 24 Gauge 




.46 


.47 


.57 


.62 


.72 



Size, 


inches 


i 3H 


4 


5 


6 


7 


8 


14 ounce 




.. ? .45 
.48 
.61 


$ .49 
.53 
.67 


$ .59 
.63 
.79 


$ .70 
.75 
.95 


$ .80 

.86 

1.08 


$ .91 


16 ounce ... 




.97 


20 ounce ... 




1.22 
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One-Piece Miters 




GALVANIZED— List 


Price pet 


Dozen 






! 3^" 


4" 


5" 


6" 


7" 


Single Bead, Lap Joint 


$ 7.50 
10.50 
10.50 
13.25 


$ 8.00 
11.00 
11.00 
14.00 


$ 9.25 
12.25 
12.25 
15.25 


$11.75 
14.75 
14.75 
17.75 


$15.76 
18.75 
18.75 
21.75 


Single Bead, Slip Joint 


Double Bead, Lap Joint 


Double Bead, Slip Joint 



One-Piece Miters 

COPPER. List Price per Dozen 

I 3H" I 4" I 5" 

Single Bead, Lap Joint I $10.80 | $11.40 I $13.20 

Single Bead, Slip Joint j 13.80 | 14.40 ] 16.20 

Double Bead, Lap Joint ) 13.80 | 14.40 ) 16.20 

Double Bead, Slip Joint [ 16.80 1 17.40 19,20 



1 6- 



$20.04 
23.04 
23.04 
26.04 



7" 



$25.80 
28.80 
28.80 
31.80 



End Pieces 






GALVANIZED STEEL. List Price per Doien 






Size, Inches j 2 


3 31^ 1 4 5 


6 


7 


"A" Ends, Single Bead 

"A" Ends, Double Bead 


$ 

L20 


$ $ 3.40 1 $ 3.70 $ 4.25 

4.15 1 4.35 4.90 

1.45 i 1.80 2.35 

1.80 1 1.90 2.00 


$ 4.90 
5.60 
2.90 
2.40 


$ 5.50 
6.45 


"B" Drops only 


"C" Ends only 


2.90 



COPPER. List 


Price per D 


ozen 




Size, Inches 2 j 3 


3% 


4 5 


6 7 


"A" Ends, Single Bead $ 

"A" Ends, Double Bead 

"B" Drops only 3.60 

"C" Ends only 


$ 

4!80 


$11.40 
14.40 

4.'80 


$12.60 $13.20 

15.60 16.20 

6.00 7.20 

4.80 6.00 


$15.60 $19.20 
18.60 22.20 

2.40 

6.60 7.80 




PLAIN ROUND 



Galvanized Conductor Pipe Funnels 

28 Gauge 26 Gauge 

For 2 inch conductor $3.00 per Doz. $3.60 per Doz. 

For 3 inch conductor 4.00 per Doz. 4.80 per Doz. 

For 4 inch conductor 5.00 per Doz. 6.00 per Doz. 
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^r 



Eave Trough Hangers 







STANDARD TRIPLE TWIST 


WIRE HANGERS 








Size, Inches 


i 31^ 1 4 


1 41^ ! 5 


6 


7 


8 




1 $2.75 


$2.75 
3.00 


1 $3.00 1 $3.00 
i 3.25 1 3.25 


$3.50 
3.75 


$4.00 
4.25 


$4.50 


Double Bead, per gross 


i 3.00 


4.75 



Size, Inches 



STANDARD STEEL HANGERS 

WITH RODS A^4D NUTS. COMPLETE (ADJUSTABLE) 



314 



Single Bead, per gross i $4.75 

Double Bead, per gross I 5.05 



$5.05 
5.35 



5.45 



$5.35 
5.65 



$5.90 
6.20 



$7.00 
7.30 



$9.25 
9.55 



Size, Inches 



STANDARD STEEL HANGERS 

WITH STRAPS RIVETED TO CROSS BAR, COMPLETE 



314 



Siugle Bead, per gross I $4.15 

Double Bead, per gross I 4.40_ 



$4.50 
4.75 



41^ 



$4.60 
4.85 



$4.75 
5.00 



$5.35 
5.60 



$6.45 
6.70 



$8.70 
9.00 



Round and Flat Head Stove Bolts 



% 
% 
% 
1 

IVs 

1% 
1% 
iy2 
1% 
2 

2V4 

2% 
3 

4 

4V2 

5 

51/2 
6 



PRICE PER 100 



and 

5/32 



$ .85 

.85 

.85 

.85 

.90 

.90 

.95 

1.00 

1.05 

1.10 

1.20 

1.30 



3/16 



7/32 
and 



$ 



.85 

.85 

.85 

.85 

.90 

.90 

.95 

1.00 

1.05 

1.10 

1.20 

1.30 

1.45 

1.60 

1.70 

1.80 

2.00 

2.20 

2.40 

2.60 

2.80 

3.05 



1.20 
1.20 
1.20 
1.25 
1.30 
1.35 
1.40 
1.45 
1.50 
1.60 
1.70 
1.85 
2.00 
2.10 
2.20 
2.40 
2.70 
3.00 
3.30 
3.60 
3.90 



5/16 



1.75 
1.80 
1.85 
1.90 
1.95 
2.00 
2.05 
2.25 
2.45 
2.60 
2.75 
2.90 
3.05 
3.40 
3.70 
4.00 
4.40 
4.80 
5.20 



9.50 

9.50 

9.50 

9.50 

9.50 

9.80 

10.10 

10.35 

10.65 

10.90 

11.20 



Tinner's Rivets 

Price Lists and Dimensions 



METALLIC 

TINNED 

PKGS. OF 1000 



LENGTH 
N INCHES 



DIAMETER 
IN INCHES 



1 lb. 


$ .53 


13/64 


.103 


IV4 lb. 


.60 


1/32 


.115 


IV2 lb. 


.70 


15/65 


.123 


1% lb. 


.76 


1/4 


.131 


2 lb. 


.82 


17/64 


.139 


21/2 lb. 


.96 


9/32 


.143 


3 lb. 


1.11 


5/16 


.153 


31/2 lb. 


1.27 


21/64 


.161 


4 lb. 


1.40 


11/32 


.17 


5 lb. 


1.55 


3/8 


.174 


6 lb. 


1.80 


25/64 


.197 


7 lb. 


2.10 


13/32 


.206 


8 lb. 


2.40 


7/16 


.213 



LIST EXTRAS — For 25 lb. boxes add 4 cents per 
lb. For 100 and 200 lb. kegs, add 1 cent per lb. 

Tin Flashings 

LIST 



PRICES PER 1000 
4x9 5x7 

Tin Painted $12.00 $17.00 

Galvanized 15.00 23.00 



7x10 

$33.00 
40.00 
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Galvanized Conductor Pipes 

ALL SIZES MADE IN 10 FOOT LENGTHS 

Crated 250 Feet 
Corrugated Round Plain Round 




GALVANIZED STEEL 
List Prices per Lineal Foot 



Size, Inches 2 | 3 | 4 


5 


6 


No. 29 Gauge $ .17 

No. 28 Gauge 18 

No. 26 Gauge .23 

No. 24 Gauge 33 


$ .19 1 .26 
.20 .28 
.24 .34 
.34 .46 


$ .37 
.39 
.46 
.60 


$ .46 
.50 

.58 
.72 



MADE FROM COLD ROLLED COPPER 
List Prices per Lineal Foot 





Size, 


Inches 


1 2 


3 


4 


5 


6 


14 


ounce 




$ .40 


$ .50 
.54 
.67 


$ .65 
.70 
.88 


$ .85 

.92 

1.15 


$1.00 
1.08 
1.35 


16 


ounce 




43 


20 


ounce 




t .54 



Galvanized Conductor Pipe 

ALL SIZES MADE IN 10 FOOT LENGTHS 

Crated 250 Feet 

Corrugated Square 




GALVANIZED STEEL 
List Prices per Lineal Foot 

Size, Inches j 2 | 3 \ 4 

No. 29 Gauge | $ .22 \ $ .23 \ $ .30 ^ 

No. 28 Gauge 1 .23 | .24 1 .81 

No. 26 Gauge j .29 | .30 1 .38 

No. 24 Gauge | | .40 .50 

Standard measurements | l%x2^/4 i 2%x3Vt | 2^x4^4 

Perfectly formed, seams cannot come apart 

MADE FROM COLD ROLLED COPPER 
List Prices per Lineal Foot 



$ .40 
.42 
.50 
.65 

3%x5 



Size. Inches | 2 | 3 | 4 | 5 


14 ounce | $ .42 $ 52 | $ 67 


$ .87 
94 


16 ounce 45 56 72 


20 ounce | .56 | .70 .90 


1.18 
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Galvanized Elbows and Shoes 

PLAIN ROUND AND CORRUGATED 







No. 1 — 450 



-600 



No. 3 — 750 



Shoe— 7S0 



List Prices Per Dozen 



Size, Inches 



Galvanized Steel Elbows. 
Galvanized Steel Shoes... 
14 ounce Copper Elbows. 
14 ounce Copper Shoes... 
IG ounce Copper Elbows. 
16 ounce Copper Shoes^ 



3.60 

4.80 
8.40 
9.00 
9.00 
10.20 



; 4.32 
5,76 
10.80 
12.00 
12.00 
13.20 



; 7.20 
9.00 
16.20 
18.00 
18.00 
19.80 



$15.00 
18.00 
24.00 
27.00 
27.00 
30.00 



$18.00 
21.60 
34.20 
37.80 
37.80 
42.00 




Galvanized Corrugated Square Elbows 

List Prices Per Dozen — Styles A and B 



Style A 



Size, Inches ] 2 

Galvanized Steel Elbows....] $ 4.80 

Galvanized Steel Shoes | 6.00 

14 ounce Copper Elbows.... | 10.20 

14 ounce Copper Shoes 10.80 

16 ounce Copper Elbows.... j 10.80 

16 ounce Copper Shoes | 12.60 



Improved Galvanized Cut-Off 




No Solder Used. No Joints to Break 



Best on Market 




Price List 


Corr. Sq. 


Plain and 
Corr. Rd. 


^ m. per dozen e'alvanized ...... 


$ 8.00 
10.00 
14.00 
24.00 


$ 7.50 
8.00 


in. per dozen galvanized 


4 in. per dozen galvanized 


11.00 


m. per dozen galvanized . .. . 


20.00 


6 in. per dozen! galvanized 


24.00 



; 6.00 
7.20 

13.20 
14,40 
14.40 
16.20 



; 7.80 
9.60 
19.20 
21.60 
21.60 
24.00 



$12.00 
15.00 
28.80 
33.00 
33.00 
36.00 




Style B 



The Standard Galvanized 
Conductor Strainer 




Price List 

diameter, per dozen $1.50 

diameter, per dozen 2.00 

diameter, per dozen 3.00 

diameter, per dozen 5-00 

diameter, per dozen 6,00 
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Cast Iron Boots and Sewer 
Connections 



Conductor Heads 

MADE ANY DESIGN WANTED 



H 



D 



PRICE LIST. All 41^ Ft. Long 

For other than standard lengths figure same rate 
per foot plus 20 per cent for alteration of patterns. 

H. & G. D. & C. 

No. No. 

3 inch. Each $5.45 ,^5.60 

4 inch. Each 6.45 7.00 

5 inch. Each 7.80 8.10 

G inch. Each 8.80 9.50 



"Never-Slip" Conductor Hooks 




For Plain Round or Corrugated 
Conductor 

PRICE LIST PER 100 





Wood 


BrJck 


2 in., per 100.. 


....« 3.50 


? 4.60 


3 in., per 100.. 


.... 6.00 


6.75 


4 in., per 100.. 


.... 7.20 


9.70 


5 in., per 100.. 


.... 12.30 


13.20 


6 in., per 100.. 


.... 16.40 


18.50 


For wood an 


d brick. 


Also hooks 


for square coi 


diictor. 









No. 


337 




No. 


338 


1 Style 








337 




338 


3 in. 

4 in. 

5 in. 

6 in. 






$ 4.00 
4.50 
5.00 
5.50 




$ 3.50 
4.00 
4.50 
5.00 



Spun Half Balls 



1 


in. 
in. 
in. 
in. 
in. 
in. 
in. 
in. 
in, 
in, 
in. 
in. 
in. 
in, 
in. 
in. 
in. 
in. 
in. 
in. 


Per 
Per 
Per 
Per 
Per 
Per 
Per 
Per 
Per 
Per 
Per 
Per 
Per 
Per 
Per 
Per 
Eat 
Ea( 
Ea( 
Eat 


100 


. $ 3.00 


1 1,;. 


100 


4.00 


•? 


100 


6.40 


2% 
3 


100 

100 


7.40 

9.00 


3 V. 


100 


11.60 


4 


100 


15.60 


5 


100 


21.00 


6 


100 


32.00 


7 


100 


38.80 


8 


100 


54.00 





100 


60.00 


10 


100 


76.00 


11 


100 


96.00 


12 


100 


120.00 


16 


100 


320.00 


IS 
20 
22 
24 


rh 

;h 

ih 

'h 


6.00 

9.00 

12.00 

16.00 



> 

•0 



Sheet Zinc 




Illinois Zinc Co.'s Sheet Zinc is recognized by all as 
the standard of quality. We carry a stock of No. 10 
gauge 48x84. 



Prices quoted on application. 
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Ridge and Hip Roll— Ridge and Hip Cap 



GALVANIZED O. H. STEEL 




With Nailing Flange. Made in 10-foot Lengths. Crated 250 feet 




LIST PRICES PER LINEAL FOOT 






Girth, Inches ! 7 | 8 


10 1 12 ! 14 


No. 29 Gauge $ .15 1 $ .17 

No 28 Gauge .16 | .18 


$ .19 
.20 
.24 
.34 


? .24 
.25 
.31 
.40 


$ .30 
.32 


No. 26 Gauge .21 .23 

No. 24 Gauge 1 .32 


.40 
.50 



Galvanized Formed and Rolled Valley 



OPEN HEARTH STEEL 




Galvanized Valley 

Will furnish formed to your drawiug without additional charge. 




Roll Valley 

In Rolls 50 ft. and 100 ft. lengths 



LIST PRICES PER LINEAL FOOT 



Girth, Inches 



10 



No. 29 Gauge | $ -19 

No. 28 Gauge 1 .20 

No. 26 Gauge 1 -24 

No. 24 Gauge ' -34 



12 



14 



$ .24 I $ .30 

.25 i .32 

.31 .40 

.40 I .60 



16 



20 



$ .36 
.38 
.46 
.56 



24 



$ .46 I $ .60 

.48 1 .65 

.58 I .70 

.68 .80 



28 i 30 



$ .70 

.75 

.80 

1.00 



$ .75 

.80 

.90 

1.10 



Continuous Hip Finish 




List price 5" Girt $5.00 per 100 ft. 

WILLIS ORNAMENTED HIP SHINGLES 
List Prices per 1000 



4x7 



4x9 



5x12 



Tin Painted ! $10.00 | $12.50 I $20.00 

Galvanized \ 15.50 | 16.50 30.00 
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Tin and Cornice Shop Tools 

Niagara Make 



NIAGARA ADJUSTABLE 
PIPE FOLDER 



NIAGARA SNIPS 




No. 


1380 


I 


No. 1339 










■'^» 


Number [ 6V2 \ 


7 


8 


1 9 


10 


Length of jaws from pivot... 
Net weight 


in. 

ounces 


4% 
B2 


4% 
42 


4 
32 


1 31/2 
J 26 


19 

















ROOFING TONGS 



GUTTER TONGS 



FORMING ROLLS— PLAIN 




No. 1376 



RIVET HEADERS AND SETS 





No. 1365 

ADJUSTABLE 
ROOFING TONGS 



We can furnish prices on a complete 
set of tools. Let ns figure on your 
wants, whether small or large. It gives 
us pleasure to figure with you; should 
you not see all you are in the market 
for, you should send a description of 
the same. We feel confident we can 
fill your wants. 

Hammers, rivet sets, chisels, folders, beading machines, 
brakes, all kinds roofing tools, shears, stakes, slating and 
tile roofing tools, beading, burring and turning machines, 
mallets, fire-pots, soldering coppers and handles. 

A complete special catalog will be mailed you promptly 
upon receipt of your request. 

Prices on all Tools furnished on application. 
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No. 1368 




DEEP THROAT 
ROOFING TONGS 




No. 1366 

SOLDERING COPPERS 

SQUARING SHEARS 




No. 1373 
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Corner Bead, Base Ground, Picture Mould 



Our Corner Bead, Base Ground and Pic- 
ture Mould are of the latest patterns, 
designed with a thought of economy in cost of 
nuiterial and application, all made true to 
gauge of the best grades of materials. 

AVe believe our customers mil find among 
the styles illustrated a design for every 
requirement. 



Style No. 


Gauge 


Wt 


. per 1000 Ft. 


No. 49 


26 




175 lbs. 


No. 100 


28 




200 lbs. 


No. 15 


26 




220 lbs. 


No. 1 


26 




230 lbs. 


No. 604 


26 




245 lbs. 


No. 23 


26 




220 lbs. 



No. 100, No. 15 and No. 604 can be furn- 
ished in 6, 7, 8, 9, 10 and 12 ft. lengths. 

No. 49 and No. 23 are carried in 10 ft. 
and 12 ft. lengths. 

No. 1 can })e furnished in 8, 9, 10, 11 and 12 
ft. lengths. 

Prices on application. 




Style No. 604 
BULL NOSE CORNER BEAD 




Style No. 23 
PICTURE MOULD 





Style No. 49 
BASE GROUND 




Style No. 100 
CORNER BEAD 




wWWWWw 



Style No. IS 
CORNER BEAD 




Style No. 1 
EXPANSION CORNER BEAD 
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Metal Lath 




Our metal lath is made hy the latest process which 
a.s.siu'es our customers of a material which is rigid and 
easy to handle. The small, neat mesh is formed by the 
natural bend of the strands in expanding. The narrow 
strands allow the mortar to completely imbed the lath on 
all sides, the clinch bonding on the back. 

This lath is made trne to gauge from the best quality 
of sheets and can l)e easily formed to special shapes for 
cornices, moulding, etc. 

Lath carried in stock for immediate shipment is 
l^ainted black. Lath galvanized before and after forming 
or lath made from copper bearing sheets can be furnished 
^\■itll reasonable promptness from mill. 

(range 27 2.22 lbs. 

Gauge 26. 2.50 lbs. 

Gauge 25 3.00 lbs. 

Gauge 24 3.40 lbs. 

Size of sheet : 24"x96". Number sheets in bundle : 9. 
Xumber of Yards in bundle : 16. 



Prices on application. 



Willis Wall Ties 




Made from galvanized material only in weights 22 gauge to 28 gauge inclusive. Packed 
in strong wire bound wooden boxes containing one thousand ties each. 

List Price $6.00 per tliousand 

Shipping weight 55 lbs. per thousand 

Sample sent on rec[uest. 
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Tower and Gable Crosses 







M 






No. 1324 No. 1325 No. 1326 

7 ft. high. Price $60.00 6 ft. high. Price. $50.00 Height 5 ft. Price $42.00 

Hei,i»lit can bo made to suit. Quotations will lio made on special desig-ns of Crosses. The 
plan and intcli of the roof should in all cases he sent witli the order. The bases will be made to 
suit ])la]i of roof without additional charge. 

Submit architect's details for quotations. Any sheet metal will be employed. 




No. 121. Hip 



No. 102. Hip 




STYLE NO. 



No. 101. Gable 




No. 98. Hip oi- Gable 



LIST PRICE EACH 



101 Gable U". 

102 Hip 11". 

121 Hip 10". 

98 Hip or Gable 12". 

124 Used with Ridge Roll 0". 



Ball Finials for use with Ridge Roll: 

21.^" Ball for IM" Ridge Roll §4.00 per dozen 

Ball Finials 3 " Ball for 1 V2 " Ridge Roll 5.00 per dozen 

Used with Ridge Roll 4 " Ball fcr 2 " Ridge Roll 6.00 per dozen 
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Corrugated Sheets for Roofing and Siding 



' ^^^..jiifflBSiJi^?-?--^'' '"' i_"i r.T"j "' Standard Differentials and Extras for (jfalvanized and 
J 5 w f "':^^?S^- ■/. " •'"•' I r ' ' ' ' "'"j Painted Formed Prodnets per 100 ll)s. over Corresjjonding 
^^-— ■-^- " ' " ' '"-'"I (lano-es of Flat Sheets. 



OPEN HEARTH STEEL 



>' Extras per Square are based on weight per square multiplied by extra 

per 100 It). 



PAINTING 



FORMING 



GAUGES 



Red Oxide of Iron 25 

2-2 1/2 -3 and 5" Corrugated .05 

%-lU" Corrugated 10 

2V-Crimp — without sticks.. .05 
3V-Crin!p — without sticks.. .10 
Pressed Standing Seam — 

with cleats 15 

Plain Roll Roofing — with 

or without cleats 15 

Beaded Ceiling 25 

Weatherboard Siding 25 

Plain Brick Siding 20 

Rock Faced Brick and Stone 

Siding 25 



TO 2B 

.25 
.05 
.10 
.05 
.10 

.15 



.25 



TO 24 
.20 

.05 
.10 
.05 
.10 

.15 



15 


.15 


25 


.25 


25 


.25 


20 





TO 18 

.15 
.05 



EXTRAS 

GAUGES 




29 25 19 

TO 28 TO 24 

10 .10 .10 


12 

TO 18 

.10 



ADDITIONAL 



Corrugating Sheet 

Crosswise 10 

Curving Corrugated 

Sheets, Single Curve 25 

Curving — Corrugated 

Sheets, Double Curve 
Forming — Sheets under 60" 

long to 30" inclusive.... 
Forming — Sheets under 30" 

long to 20" inclusive 10 

Forming — Sheets under 20" 

long 25 

Lengths — Standard Lengths of all forms are 60, 
72, 84, 06, 108, 120, 132 and 144 inches. Flat Sheet 
Extras will apply on lengths over 120 inches or shorter 
than 60 inches. 



.50 



.05 



.25 
.50 
.05 
.10 
.25 



.25 
.50 
.05 
.10 
.25 



.25 
.50 
.05 
.10 
.25 



Sticks for V-Crimp Roofing, 30 cents per 100 lineal feet. 



Formed Roofing Sheets 

STANDARD WEIGHTS PER SQUARE — WEIGHT OF BANDS NOT INCLUDED 



Number of Corrugated Sheets in One Square 

(100 sq. ft. — No allowance for laps) 





21/2 


IN. CORRU- 


lV4 IN. CORRU- 


LENGTH OF SHEETS 


GATtONS (SHEET 


GATIONS (SHEET 




26 


IN. WIDE) 


25 IN. WIDE) 


60 inches 




9.231 


9.600 


72 inches 




7.692 


8,000 


84 inches 




6.593 


6.857 


96 inches 




5.759 


6.000 


108 inches 




5.128 


5.333 


120 inches 




4.616 


4.800 


144 inches 




3.846 


4.000 



Number of Square Feet in One Corrugated Sheet 

(Standard Lengths) 



LENGTH OF SHEETS 



zV2 IN. CORRU- 
GATIONS (SHEET 
26 IN, WIDE) 



lv4 IN. CORRU- 
GATIONS (SHEET 
2a IN, WIDE) 



60 


inches | 


10.833 


10.416 


72 


inches | 


13.000 


12.500 


84 


nches 


15.166 


14.583 


96 


nches 


17.333 


16.666 


108 


nches | 


19.500 


18.750 


120 


nches | 


21.666 


20.833 


144 inches 


26.000 


25.000 



In order to insure uniformity it is essential that the square weights given in the following table be observed 
when Formed Sheets for RooRng are sold by the square. 



GALVANIZED 



PRODUCTS 



GAUGE 1291281 27| 26| 25i 24| 2i] 22\ 21[ 2Q| 18| 16 



2'/> inch Corrugated Siding (26 in. wide) |77 

2j4 inch Corrugated Roofing (27j.i in. wide) 78 

V/i inch Corrugated 81 

Two V-Criniped, without Sticks |78 

Three ^'-Crinlped, without Sticks |79 

Pressed Standing Seam, without Cleats [79 

Roll Roofing, witliout Cleats |81 

Roll and Cap Roofing, with Caps and Cleats [85 

Beaded Ceiling |78 

Weatherboard Siding [81 

Plain Brick Siding 72 

Rock Face Brick (and Stone) Siding. J72 



1161130 
122 137 
112 125 
116 130 



151|1651l78 
ISl 
186 
179 
18J 
183 



158 172 



152 



158 



2321286 
235t290 



28|27|26| 25| 2-l| 23| 22! 31| 20} 1S| 16 



681 75 [82 



76183 
7S85 
76 



76182 

78185 

7076 

64 70176 



128 



163|2l6j270 
165|219|274 
1691...... ...... 

164 1 

167 1 . 
1671. 
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Standard Differentials and Extras 

Galvanized Sheets and Long Terne Sheets 



EXTRAS FOR GAUGE 



Gauge 



Per 100 lb 



30 add $ -90 

20 add JO 

28 add 50 

27 add ^5 

2G add 25 

25 add 25 

24 Base 

22 deduct 15 

20 deduct 20 

18 deduct 35 

IG deduct 50 

14 deduct 60 

10 deduct 70 



Gauge 



EXTRAS FOR LENGTH 



Length 



Extra Per 
Hundred Pounds 



IG and Heavier 60 to 144" None 



16 and Heavier Under 

16 and Heavier Under 

17 to 24 Over 

17 to 24 Over 

17 to 24 Under 

17 to 24 Under 

25 and Lighter Over 

25 and Lighter Over 

25 and Lighter Under 

25 and Lighter Under 



60 to 30" 10c 

30 to 18" 20c 

60 to 124" None 

124 to 144" 10c 

60 to 30" 10c 

30 to 18" 10c 

GO to 124" None 

124 to 144" 10c 

60 to 30" 25c 

30 to 18" 35c 



Imitation Weather Boarding 

PAINTED OR GALVANIZED 



Pressed Standing Seam 

PAINTED OR GALVANIZED 




No. 1394 

Sheets cover 24 inches. Regular lengths, 8 ft. 

V Crimped Roofing 

PAINTED OR GALVANIZED 





No. 1397 

Sheets cover 24 in. 6, 7, 8, 9 and 10 ft. long. 

Plain or Self Capping Roll 
Roofing With Cleats 

PAINTED OR GALVANIZED 



No. 1395 

Sheets cover 24 inches. 6, 7, 8, 9 and 10 ft. long. 

3V or Middle Crimped Roofing 

PAINTED OR GALVANIZED 




No, 1396 

Sheets cover 24 inches. 6, 7, 8, 9, and 10 feet long. 
Covering width charged. 




No. 1390 

In 50 ft. rolls, 261/2 in. wide. 100 square ft. each. 

Prices are quoted on receipt of specifications 
covering the requirements. 

Should you desire we will be glad to figure 
quantities if you will supply us with the infor- 
mation as to sizes of buildings, etc. 

Wood strips are not included unless otherwise 
specified. 
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m 

wiijLis 



GALESBURG. ILLINOIS. U. S. A. 




No. 1393 
Sheets cover 24 inches. Regular lengths, 8 ft. Prices 
quoted on application. Specify quantities and kind. 

Rock Faced Steel Brick Siding 

PAINTED OR GALVANIZED 



^^^^2^^^^S 




^!^^3I^^^!^^SJ^^^!^ 



No. 803 

Size of pingle brick, 2 4/5x8 1/4 in. Sheets, 28x60 in. 

Plain Steel Siding 

PAINTED OR GALVANIZED 




No. 802 

Size of single brick, 2 4/5x8 1/4 in. Sheets, 28x60 in. 



Steel Ceiling 




Plate No. 1806 

Size 24 96 in. List Price 8c per sq. ft. 



Steel Ceiling 



lw> t"'^ f~^T — ^"t — ^1 — ^'t — >"■ 
.gg g^ s^-- ^^— v-^ C'— ^~-- ■ ^_^ 




Plate No. 4100 

Size 24x96. List price, IVzC per sq. ft. 

Rock Faced Stone Siding — Large 




No. 1392 



Rock Faced Stone Siding — Small 



t^^ 



t£j 



^1 



jt^^yl^ 



^wJ^k^JbA* 



ky^Jl^d^^ 






No. 1391 



Greek Cornice Mould 



'" — .■■ -■ -- -■ -. -y. .r^ 



WMJwwwAmmymfAmfww.wTwwww) 



No. 4335 

Depth 3 in. Projection 3 in. Length 48 in. List price, 5c per lin. ft. 
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Copper Steel Basement Windows 




DUEABLE AXI) ATTHACTIVE. The strong, compact and 
efificLent steel sections emplo^'etl not only give, for the same size Avail 
opening, 75 9c more light and hetter ventilation than tlie Inilky wood 
frame and sash, hnt are m<»re attractive. Tlie one-piece frame insnres 
absolnte rigidity, with no possibility of distortion. (Vnistrncted of 
rnst-i-esisting copper steel, these windows are rot-proof, lire-proof, 
and in every way more dnralile than wood windows, Exi:»erts recom- 
mend steel basement windows iiistead of wood on aeconnt of the pro- 
tection they give against the ravages of termites, or white ants. 

EFFICIENT AND COXVENIENT. Tliese windows o])en easily 
and loclv secnrely. They never warp, bind or rattle. Wlien closed, 
the hanger-hinge at the top and the cam-action loclv at the liottom 
draw sash and frame tightly togetlier, all around, in a broad flat 
contact. This consti'uction, in connection with the drip bar projecting 
over the bottom edge of the frame, makes them exceptionally weather- 
proof. AMien closed the sash is firmly held in place by the hanger- 
hinge, Init when swnng open into the horizontal position is readily 
lifted ont for glazing or cleaning. 



Window Size 


Overall Dimensions 
Width Height 


Wall Opening 

Required 

Width 


Net and 
Shipping 
Weight 


3 Lts. 10"xl2" 


34y8"xl5%" 


32%" 


18 lbs. 


2 Lts. 14"x20" 


31%"x23i/4" 


30%" 


20 lbs. 


3 Lts. 10"x20" 


34V8"x23%" 


32%" 


22 lbs. 


3 Lts. 12"xl8" 


40ys"x2iy4" 


38%" 


23 lbs. 



Prices on Application 



FOUR STANDARD SIZES 



3 LIGHTS 

io"xia" 







a LIGHTS 
t4" X £0" 





SLIGHTS 







3 LIGHTS 
12" X 18" 
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Willis Steel Door Styles 




AYillis Majestic Coal Window Xo. MlOl (Style B) is the finest and 
most complete coal window made. It has break-proof door of heavy, 
pressed steel, electro-galvanized to prevent rnst. Frame and hinges are 
of break-proof Certified Malleable Iron and body is Keystone Copper 
Steel mth twelve inch sloping bottom. Angle iron reinforcement at top 
to carry masonry. Plopper to prevent scattering of coal. Style D is the 
same withont the hopper. N"o. M203 Majestic is exactly the same as 
Xo. MlOl except that it is larger in size. 

No. M500 Majestic differs from Xo. MlOl only in that it has nine 
inch straight liottom body and comes without hopper or chain to latch. 
It is of the same cpiality materials and represents an exceptional valne. 
Xo. M520 is the same as Xo. M500 but larger in size. 

Sizes of Steel Door Styles 
WILLIS MAJESTIC COAL WINDOWS 



NO. 


STYLE 


ROUGH WALL OPENING 


SHIPPING 




WIDE 


HIGH DEEP 


WEIGHT 


MlOl 


1 B 


23" 

23" 
32" 
32" 
23" 
32" 


17" 

17" 
22" 
22" 
17" 
22" 


12" 
12" 
17" 
17" 
9" 
12" 


51 

40 

105 

87 
35 
71 


MlOl 


... 1 D 


M203 

M203 

M500 


.! B 

1 D 

1 


M520 



(Style B is with Hopper^Style D without Hopper) 



Prices on Application 
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Willis Majestic Glass Panel Styles 




Willis Majestic Glass Panel Style No. MIO is sometimes preferred 
for dark basements. It has tliree lights of 14 inch wire glass reinforced 
by two perpendicular metal strips to prevent breakage in shipment or 
installation. Glass is protected by steel shield when door is open. 
Heavy, pressed steel door, electro-galvanized, rust proof. Certified 
Malleable Iron frame. Hinges are of Certified Malleable Iron, flat and 
with donble support. Body is Keystone Copper Steel with 12 inch 
sloping bottom. New automatic, burglar proof lock operated by inside 
cliain. Style A with hopper and Style G without hopper. 

No. M20 duplicates No. MIO in larger size. 

No. M600 is the same as No. MIO but has 9 inch straight bottom 
body without hopper or lock chain. No. M620 is larger than No. M600, 
but the same othermse. 

Sizes of Glass Panel Styles 
WILLIS MAJESTIC COAL WINDOWS 





STYLE 


ROUGH WALL OPENING 


SHIPPING 




WIDE HIGH DEEP 




MIO 


A 

c 

A 
C 


23" 
23" 
32" 

32" 
23" 
32" 


17" 
17" 
22" 
22" 
17" 
22" 


12" 
12" 
17" 
17" 
9" 
12" 


60 


MIO 


50 


M20 


119 


M20 


100 


MGOO 


42 


M620 




86 



(Style A is with Hopper^ — ^Style C without Hopper.) 
Prices on Application. 
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Willis Majestic Store Coal Chutes 




Majestic Store Coal Chutes, Xos. M12 and M15 are made for use in 
stores and office Iniildings where the first floor is level with the sidewalk 
or alley. These store clmtes take the place of the daiigerons sidewalk 
coal hole and make it nnnecessary to file a bond for the protection of 
pedestrians. Frame and hinges of these clmtes are of Certified :Malle- 
able Iron. The door is of heavy pressed electro-galvanized steel— 
break-proof and rnst-proofed. Majestic Store Coal Chutes can be 
supplied, on special order, with du]:)lex body so that coal can be 
deposited either under sidewalk or in basement. 

Xos. M12 and M15 are the same except in size, the No. ^IId being- 
larger. Style B is with ]iopper — style D witliout hopper. 



Sizes of 
MAJESTIC STORE CHUTES 



NO. 


DOOR OPENING 


ROUGH 


WALL OPENING 


SHIPPING 




ABOVE GRADE 


BELOW GRADE 


WEIGHT 


J\I12B 


21"xl5" 


23x16% 
23x16% 
31x21 1/2 
31x211/2 




23x25 

23x25 

31x241/2 

31x241/2 


105 

96 
151 
132 


M12D 


21"xl5" 


M15B 


....| 29"x]9i/i" 


M15D 


....| 2iJ"xiyi4" 



Prices on Application 
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Grade Line Chutes 




AVillis Grade Line Clmtes, Xos. M16 and ^118, are adapted for nse 
where the fonndation line is extremely low as in low set or terraced 
homes, apartments, stores or office hnildings. "When opened, the door 
swings \\\) to form part of the hop])er and to protect the linilding from 
flying lumps of coal. The frame is of Certiiied Malleable Iron, with 
solid brass hinge ])ins. Door is of heavy rolled, diamond surfaced steel 
— In-eak-proof. The Keystone Copper Steel l^idy is reinforced with 
heavy angle iron. The frame is provided with water drainage groove 
under edge of door. 

Xos. ^^IIT) and ^118 are of identical construction hut ^118 is larger, 
as slidwn in the dimension chart. 



Sizes of 
MAJESTIC GRADE LINE CHUTES 





DOOR 


OPENING 


ROUGH 


WALL OPENING 


SHIPPING 


NO. 


WIDE 


1 HIGH 


WEIGHT 


M16 


23V4 
29" 


'xlSVi" 
x24" 


25" 
31" 


1 25" 
i 31" 


1 135 


M18 


' 200 



45 
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Underground Garbage Receivers 



.-H 



rs^>^ i'^«i*'^ 





tW&. 



I 



FAR MORE SIGHTLY, CONVENIENT AND SANITARY 

T*"*^ UiHlergrouiul Garbage Receiver provides a convenient and sanitary method of garbage disposal. It is 
buried in the ground, close to the kitchen door where it emits no odors and is safe from dogs and vermin It 
does away entirely with the fly nuisance. 

, V^T- '^"^^^ ^^^^'^ exposed is the top and door. To em])ty garbage, just raise the step with the foot and press 

down. Ihis opens the door. The top of the Receiver is chained to the shell to prevent its being carried off. 

When garbage can is filled, the garbage man simply takes ofl" the iron top and lifts out the garbage can. The 
Underground Garbage Receiver comes in three sections — a rust-proof receptacle for the garbage can the garbage 
can, and the east iron top and lid. t> > *= & 

To install, just dig a hole the size of the receptacle and lower can into the ground. 
When desired cast iron top and can only will be furnished for use in a concrete pit. 

The exposed garbage pail as compared with our Underground Garbage Receiver, is a costly proposition. 
Ihe cost IS withm the reach of everyone. 

UNDERGROUND GARBAGE RECEIVERS 



CAN CAPACITY 



5 


• 5 gallon 


31 lt.s. 


8 


8 gallon 


48 lbs. 


12 


12 gallon 


54 lt)s. 


15 


15 gallon 


60 lbs. 


20 


20 gallon 


92 lbs. 



Ash Dumps 



Ash Pit or Flue Cleanout Doors 




NO. 


OUTSIDE 


inside: 


SHIPPING 
WT. DOZ. 


6 


8"x8" 

10"xlO" 

6"x9" 

7''xl0" 


6"x6" 
8"x8" 
4"x7" 
5"x8" 


45 
60 
38 
46 


8 


9 


10 






NO. 


SIZE 


SH 


PPING WEIGHT 
DOZEN 


88 

810 


8"x8" 
10"x8" 


85 

92 

125 

180 


812 


12"x8" 


1012 


12"xl0" 



Prices on Application 
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"Improved" Dome Damper ancf Throat for Fire Places 




Note wide flanges on front antl sides, which allow great freedom in arranging angle of 
side walls. 

The front flange is wide enough to carry one course of In'ick. Where more than one 
course is to be laid, then a 3 in. by 3 in. or 4 in. Ijy 4 in. steel angle may be placed along lower 
edge of frame. The frame has a rib under the front flange for holding the angle and anchoring 
the face brick to the rest of the wall. 

On this damper the cover is hinged in the center, which results in easy operation and 
prevents locking in case brick or mortar is accidently dropped on it during construction of the 
chimney. 

Operation is by a worm gear that does not get fouled by soot. The rod is long and can 
be quickly adjusted in length by loosening a set screw in the worm. Knob at end of rod is cast 
brass, polished, shows direction to turn and lm< wide flange to conceal any rough opening in 
brick or tile. 

The dome forms a throat that is smooth and acts as the connection between the fireplace 
and the chimney flue. The contractor builds up the side walls of the fireplace to proper height, 
sets the damper in place, then goes ahead laying up the rest of the wall. Hardly any fitting is 
necessary. Tt is easy to build around the damper rod. 

The damper acts as the roof of the fireplace and by its use considerable time is saved 
over otlier forms of construction. 

SPECiriCATlONS FOR IMPROVED DOME DAMPERS. 





, 


FRONT 
LENGTH 


REAR 
LENGTH 


DEPTH 




BASE ON 


DOME 




WEIGHT 




FRONT REAR 




DEPTH 


EACH 


No. 


15a 


30 in. 


25 


in. 


13% 


in. 


24y2 


in. 


21 


in. 


10 ] 


n. 


30 m 


No. 


16a 


34 in. 


29 


in. 


13% 


in. 


281/2 


m. 


25 


in. 


10 ] 


n. 


34 It) 


No. 


17a 


381/2 in. 


331/2 


in. 


13% 


m. 


33 


in. 


281/, 


in. 


10 


n. 


39 It) 


No. 


17i^a 


42 in. 


37 


m. 


13% 


m. 


36 


in. 


32 


m. 


10 


n. 


42 m 


No. 


18a 


441/2 in. 


39 Va 


m. 


13% 


m. 


39 


in. 


35 


in. 


10 ] 


n. 


44 m 


No. 


19a 


54 in. 


49 


in. 


131/2 


in. 


49 


m. 


45 


m. 


10 


n. 


61 lb 


No. 


20a 


60 in. 


55 


m. 


13% 


in. 


55 


in. 


51 


111. 


10 in. 


73 lb 



In selecting a Damper for a fireplace use the size in this column nearest the 
width ol the fireplace oponiiig, but see that the Damper is long- enoueh to span the 
opening and give proper support. 

The frames and covers of the Improved Dampers are so constructed that by 
changing the levers and brackets they can be made into ratchet dampers. 

Prices on Application. 
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Ash Dun.pb 

Ball Fini.ils 

Base Groiiml 

Basement \\m(lo'\': 

Bases (\'oiitilatoi ) 

Batten Stiips 

Beaded (\ ilmfj 

Boots (Cast liop) 

Building- (. oi nei s 

Cleanout Dooi -i 

Coal Cluites 

Couducfoi 

Conductoi runncK 

Condnctoi Jlcails 

CoiHluctoi Hooks 

Conductoi StiaiiieiB 

Conlinuous Hip Finish 

Coppers 

Corner Bead 

Corners 

Cornice ^lould 

Corrugated Hoofing and Sidiii^ 

Crosses 

Cupolas 

Cut-Offs 

Dome DaiiipLi-, 

Double CMittei , 

Drops 

Eave TioukIi 

Eavc Trough Haugci-, 

Elbows 

End Piece-, 

Fjnials 

Fire I'iate DampLis 

Flashings 

Forming RolK 

Funnels 

Gable Cio^sLs 

Gable Finials 

Garbage Rllcimis 

Guards 

Gutter Biaccs 

Gutters 

Hangers 

Heads (Conductor) 

Hip Cap 

Hip Fiiii.ils 

Hip Finish 

Hip Roll 

Hip Shingles 

Hoghouse Skylights 
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Hooks 




,11 


Letters 
Marqui'-e 




11 


Mtlal 1 Tin 




''0 


:\[iters 




2^ 


:\i..uui 




-10 


Ogee GuttLi- 




i2 


Oriianji. nt-. 




2^ 


Picture Ml uh' 




Yj 


I'iie iMdd.i 


-1-', 


1 11 IS 


Plain Bin.lv Snliii^' 




iD 


Plain oi Self ( appiiig Roil Roohiig 




28 


Pressed '-^t.indiug Seam Roofing 






Ridge I ar 




.i2 


Ridge R(dl 
Rivet Heidcis 
Rivets 




U 


Rock laced Buck Sidmg 
Rock Fueil Stone Siding 




ii 


Roof tiutttis 




-lO 


Roofing 




IS 


Shears 




. 37 


Sheets (Gal\ani<:ed) 






Shiiigk s 




n 


Shoes 




A7 


Siding 




26 


Sk\ light l.uaids 




28 


Skylights 




27 


Snips 




29 

n 


Soldering ( oppei s 
Squaring *--beai s 




2S 


Standaid duitei- 




^7 


Standaid Sti el TlTugeis 




47 


Steel Ccihiij, 




29 


Slove ]l.dt<: 




?4 


Straiiui-. 




2S 


Tin Fl.isbings 




,■>/ 


Tinners Ri\its 




i7 


Tongs 




46 


Tools 




12, n 


1 o-.ver ( losses 




2S 


\'allev 


_' 


4, ?=;, 26 


\ aiie Oi ii.inients 




29 


N'entilatoi Bases 




!^ 


\ eiitilatois 
Wall Tie- 






W'eath.ciboaid Siding 
\\'iiido\ Guaids 
\\ire Sk\ light Guaids 
Zinc ... 




11 


Zinc Halt Halls 



1 5, 6, 



8 9, 1 



o4 
29 

41 
1'J 
2S 

.U 
^S 1(1 
12 
I), II 
34 
^\ 
34 
24 
29 
}'J 
29 

n 

29 
2") 



US. 19, 21, 



Numerical Index 
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46 


45-lS 


6 






46 


45-2S 


/ 






35 


49 


N ( \sh 


Duiii] 


)s-) 


46 


=;o s 


R a lid 


Gai. 


Ret ) 


4b 


on-s 


9 






46 


70 S 


MlO 






43 


'1 s 


10 






46 


7) S 


ID S 






s 


SU S 


.Ml 2 






44 


,--« 


12 






46 


91) S 


Mil 






44 


9i S 


1 J (( oi n( 1 Bead) 


iS 


9S 


li (Und. 


Gai. 


Rec ) 


46 


99 


15 A 






47 


11)0 


M16 






45 


MIOl 


16 A 






47 


101 


17 A 






47 


102 


i7'A-A 






47 


1 M 


M18 . 






45 


PI 


IS A 






47 


Pi 


19 \ 






47 


P6 


M_0 






43 


162 


20 






46 


lOi 


20 A 






47 


17-1 


20 S 








176 


23 






-js 


177 


30 S 






5 


178 


35 IS 






6 


1/9 


^5 ■'S 






6 


18(1 


40 S 






7 


lOS 
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264 


31 




'70 


11 


s 


275 


^1 


s 

8 

11 

u 


286 

2S7 

290 

3.U 


26 

26 

22 

9t 


9 


332 


95 


46 


.1.13 




9 


337 


■>9 


9 


.IIR 


1' 
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